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APPOINTMENT  OF  CHAIRMAN. 

At  their  first  meeting  after  appointment  your  Committee  elected 
Mr.  Alderman  Lloyd  to  be  their  Chairman  for  the  ensuing  year. 

MEETINGS. 

The  Committee  have  held  nine  Meetings  since  their  appointment. 
The  Lord  Mayor  attended  all  of  such  Meetings. 


Mr.  Alderman  Barber 
„  ,,  Bewlay 

„  ,,  Clayton 

,,  ,,  Lloyd 

Mr.  Councillor  Appleby 
,,  ,,  Beale 

,,  ,,  Charles 

„  „  Coley 

,,  ,,  Siward  James 


Attended. 

9 

8 

8 

8 

9 

7 

8 
9 
9 


Absent. 

0 

0 

1 

1 

0 

1 

0 

0 

0 


ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
for  the  year  ended  March  31st,  1915. 


The  Water  Bates  and  Charges  show  a  total  increase  of  £5,601, 
that  is,  1  * 70  per  cent.,  against  an  increase  of  2‘35  per  cent,  last  year. 
The  analysis  of  the  rental  given  in  Table  “  I  shows  that  the 
domestic  rental  has  increased  1*51  per  cent. 


The  Bevenue  Account  shows  a  gross  profit  of  £217,101,  against 
£221,733.  The  charges  on  Capital  Account,  shown  in  the 
Profit  and  Loss  Account,  amount  to  £306,685.  This  includes  a  pro- 
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vision  of  £37,298  for  Redemption  of  Debt  and  Extinction  of  Annuities, 
being  £2,761  more  than  last  year,  £160,000  Loans  having  come  into 
charge  for  redemption  for  the  first  time. 

The  deficiency  for  the  year  is  £88,481  15s.  2d.,  against  a  corres¬ 
ponding  sum  of  £80,467  8s.  3d.  a  year  ago,  being  an  increase  of 
£8,014  6s.  lid.  The  Account  includes  £11,599,  Special  Expenses  due 
to  the  War,  and  had  it  not  been  for  this  item  the  deficiency  on  the 
year’s  working  would  have  shown  a  reduction  of  £3,585. 

A  sum  of  £65,000  on  account  of  the  deficiency  has  been  received 
during  the  year  from  the  Borough  Fund  and  Rate  Account,  leaving  a 
balance  of  £23,481  15s.  2d.  to  be  dealt  with. 

Your  Committee  do  not  propose  to  make  any  transfer  under 
the  powers  of  capitalisation  in  Section  22  of  the  Birmingham  Corpora¬ 
tion  Water  Act,  1902,  nor  to  ask  for  any  supplementary  contribution 
from  the  Borough  Fund  and  Rate  Account  of  next  year,  but  propose  to 
carry  forward  the  whole  balance  as  a  charge  on  the  income  of  the 
Department.  Their  reason  for  taking  this  course  is  that  under  the 
revised  scales  of  water  rates  which  came  into  operation  on  25th  March 
last  (see  below)  there  will  be  an  increase  in  the  income  of  the  Depart¬ 
ment,  which  will  thus  be  applied  in  reducing  the  amount  of  the  subsidy 
to  the  Department  from  the  Borough  Fund  and  Rate  Account. 

The  Finance  Committee  have  already  reported,  and  the  Council 
have  approved,  the  provision  of  a  contribution  of  £45,000  for  the  new 
year,  as  against  £80,387  received  last  year. 


NEW  SCALES  OF  WATER  RATES  AND  CHARGES. 

In  pursuance  of  the  instructions  of  the  Council  in  Minute  22,852 
(October  20th,  1914),  the  revised  scales  of  rates  and  charges  for  the 
supply  of  water  for  domestic  purposes  were  submitted  to  the  Local 
Government  Board  for  approval.  The  Board  ordered  a  Local  Inquiry, 
which  was  held  at  the  Council  House  on  Monday,  21st  December, 
1914,  and  certain  alterations  were  subsequently  made  in  the  scales. 

The  Order  of  the  Local  Government  Board  fixing  the  rates  and 
charges  for  a  supply  of  water  for  domestic  purposes  was  issued  on  6th 
March,  1915,  and  a  copy  of  it  is  submitted  as  an  appendix  to  this 
Report.  The  Order  was  duly  advertised,  and  the  rates  and  charges  as 
provided  in  it,  also  the  rates  and  charges  for  supplies  for  quasi-domestic 
purposes  under  the  scale  adopted  by  the  Council,  came  into  operation 
at  25th  March  last. 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  during  the 
year  are  submitted  with  this  Report.  The  average  daily  distribution 
within  the  area  of  supply  has  been  24*058  million  gallons,  against 
23*393  million  gallons  in  the  previous  year,  being  an  increase  of  2*84 
per  cent.  The  difference  distributed  over  the  several  zones  shows  the 
following  percentages:  — 

Low  Level  Zone  ...  ...  9*59  per  cent,  (increase). 

Middle  Level  Zone  ...  ...  1‘72  per  cent,  (decrease). 

High  Level  Zone  ...  •  3*81  per  cent,  (increase). 
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The  measured  supplies  show  an  increase  of  6*30  per  cent.,  while 
the  domestic  and  other  supplies  have  increased  1*56  per  cent.  The 
bulk  supply  to  Coventry  has  increased  5*06  per  cent. 

ELAN  AQUEDUCT. 

During  last  summer  the  Elan  Supply  was  again  on  several  occasions 
interrupted  by  bursts  on  the  Aqueduct,  but  without  any  interference 
with  the  supply  to  consumers.  As  under  the  most  favourable  circum¬ 
stances  some  years  must  elapse  before  the  supply  from  Wales  can  be 
augmented  by  the  provision  of  the  third  pipe,  your  Committee  are 
continuing  their  policy  of  strengthening  the  Aqueduct  wherever 
experience  shows  this  to  be  advisable,  and  during  the  year  they  have 
let  two  contracts  with  this  object,  namely:  — 

A  length  of  264  yards  on  the  Teme  Syphon  in  the  neighbourhood 
of  Ludlow. 

A  length  of  184  yards  on  the  Severn  Syphon  in  the  neighbourhood 
of  Wolverley. 

ts 

Both  of  these  contracts  have  been  let  to  Mr.  Geo.  Law,  of  Kidder¬ 
minster,  at  £1,291  15s.  and  £1,295  18s.  6d.  respectively.  The  first- 
named  contract  has  been  completed,  and  the  second  is  well  advanced. 

Meanwhile,  preliminary  work  with  reference  to  the  third  pipe  is 
being  proceeded  with,  and,  acting  on  the  authority  in  Council  Minute 
22,777  (14th  July,  1914),  your  Committee  have  appointed  Mr.  J.  W. 
Wilkinson,  M.Inst.C.E.,  as  Assistant  Engineer,  Elan  Supply.  Mr. 
Wilkinson  entered  upon  his  duties  on  2nd  November,  1914. 

RAINFALL. 

The  rainfall  at  Whitacre,  Erdington,  and  in  the  Elan  Valley 
during  the  past  10  years  has  been  as  under:  — 


Year. 

Whitacre. 

Erdington. 

Average  of 
Gauges  in 
Elan  Valley. 

Inches. 

Inches. 

Inches. 

1905 

.  21-61 

19-67 

54-39 

1906 

.  25-35 

24-54 

67-59 

1907 

. .  28-91 

27-80 

61*36 

1908 

.  25-37 

28-27 

59-32 

1909 

.  28-21 

27-77 

62-57 

1910 

.  30-67 

30-10 

77-67 

1911 

.  19-36 

19*06 

60-31 

1912 

.  33-37 

32-84 

73-53 

1913  N  ... 

.  25-70 

24-84 

70-58 

1914 

.  25-46 

25-97 

74-29 

Average  for  the 

10  years...  26*40 

26-09 

66-16 
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APPENDIX. 


63,315.  (6th  March,  1915.) 

Fixing  Scale  of  Charges  for  Supply  of  Water. 

City  of  Birmingham. 


To  the  Lord  Mayor,  Aldermen,  and  Citizens 
of  the  City  of  Birmingham, 

And  to  all  others  whom  it  may  concern. 

Whereas  the  unrepealed  provisions  of  the  Birmingham  Corporation 
(Consolidation)  Act,  1883  (hereinafter  referred  to  as  “  the  Act  of  1883”), 
as  altered  by  the  Birmingham  (Water  and  Gas)  Order,  1914  (herein¬ 
after  referred  to  as  “  the  Order  of  1914  ”),  which  was  confirmed  by 
the  Local  Government  Board’s  Provisional  Order  Confirmation  (No.  14) 
Act,  1914,  are  in  force  in  the  City  of  Birmingham; 

And  whereas  by  the  Act  of  1883  the  Lord  Mayor,  Aldermen,  and 
Citizens  of  the  said  City,  acting  by  the  Council  (hereinafter  referred  to 
as  “  the  Corporation  ”)  are  authorised  to  supply  water  within  the  limits 
(hereinafter  referred  to  as  “  the  water  limits  of  the  Corporation  ”) 
defined  by  Section  177  of  the  Act  of  1883,  as  extended  by  Section  49 
of  the  South  Staffordshire  Waterworks  Act,  1913,  and  to  demand  for  a 
supply  of  water  for  domestic  purposes  rates  not  exceeding  the  rates 
specified  in  Section  182  of  the  Act  of  1883; 

And  whereas  by  sub-division  (1)  of  Article  I.  of  the  Order  of  1914, 
it  is  provided  that  We,  the  Local  Government  Board,  on  the  application 
of  the  Corporation,  may  from  time  to  time  fix  by  Order  the  rates  and 
charges  for  a  supply  of  water  for  domestic  purposes  within  the  water 
limits  of  the  Corporation  ;  and  by  Article  II.  of  the  Order  of  1914  it  is 
provided  that  on  and  after  the  date  on  which  any  Order  made  as  afore¬ 
said  comes  into  operation  Section  182  of  the  Act  of  1883  shall  have 
effect  as  if — 

(a)  for  the  yearly  rates  specified  in  that  Section  there  were 

substituted  the  rates  and  charges  fixed  by  the  said  Order ; 
and 

(b)  such  other  modifications  were  made  in  the  said  Section  as 
are  necessary  to  render  the  Section  applicable  to  any 
premises,  rates,  or  charges  specified  in  the  said  Order; 

And  whereas  We  have  received  an  application  from  the  Corpora¬ 
tion  under  the  Order  of  1914  for  the  issue  of  an  Order  fixing  the  rates 
and  charges  for  a  supply  of  water  as  aforesaid; 


NOW  THEREFORE,  in  the  exercise 
We  hereby  Order  as  follows:  — 


of  Our  powers  in  that  behalf, 


Until  We  shall  by  Order  otherwise  Direct,  We  hereby  fix  the  rates 
and  charges  set  forth  in  the  Schedule  to  this  Order  as  the  rates  and 
charges  for  a  supply  of  water  for  domestic  purposes,  as  mentioned  in 
Article  I.  of  the  Order  of  1914,  by  the  Corporation  within  the  water 
limits  of  the  Corporation. 
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SCHEDULE. 


Scale  of  Bates  and  Charges  for  a  Supply  of  Water  for  Domestic 
Purposes  within  the  limits  of  the  Corporation  of  Bir¬ 
mingham  for  the  Supply  of  Water. 


I. — Dwelling-houses  and  Tenements. 

The  charges  for  supplies  of  water  for  domestic  purposes  in  the 
case  of  a  dwelling-house  or  part  of  a  house  occupied  as  a  separate 
tenement  shall  be  at  the  rate  of  10  per  cent,  per  annum  on  the  rateable 
value  of  the  premises  supplied,  but  the  minimum  annual  charge  in 
respect  of  any  such  dwelling-house  or  part  of  a  house  shall  be  eight 
shillings.  The  above  charges  shall  be  subject  to  the  following  allow¬ 
ances  to  a  landlord  compounding ;  that  is,  who  agrees  in  terms  satis¬ 
factory  to  the  Corporation  to  pay  for  water  being  supplied  to  the 
premises  whether  the  premises  are  occupied  or  not,  namely:  — 

In  the  case  of  premises  not  exceeding  £10  rateable  value  an 
allowance  of  15  per  cent. 

In  the  case  of  premises  exceeding  £10  but  not  exceeding" 
£17  10s.,  rateable  value  an  allowance  of  10  per  cent. 


Provided  that  the  said  allowances  shall  not  be  granted  in  the 
case  of  premises  occupied  by  the  owner,  nor  in  the  case  of  premises 
exceeding  £17  10s.  rateable  value. 


A  supply  of  water  for  domestic  purposes  shall  include  a  supply 
for  one  water-closet,  but  not  for  baths  or  for  cattle  or  for  horses  or 
washing  carriages  where  such  horses  or  carriages  are  kept  for  hire 
or  by  common  carriers  or  for  any  trade  manufacture  or  business 
whatsoever  or  for  watering  gardens  or  for  fountains  or  for  any  orna¬ 
mental  purpose. 


II. — Other  Premises. 

In  the  case  of  the  several  classes  of  premises  described  hereafter 
under  the  headings  (A),  (B),  (C),  and  (D)  of  this  Schedule,  the  Cor¬ 
poration  may  charge  for  water  for  domestic  purposes  supplied  to  those 
premises  respectively  at  the  rates  hereinafter  mentioned  for  premises 
of  the  particular  class : 


Provided  that  in  every  such  case  the  Corporation  shall  be  entitled 
to  require  any  water  for  domestic  purposes  afforded  to  any  such 
premises  to  be  supplied  by  measure  on  such  terms  as  may  be  agreed 
between  the  Corporation  and  the  person  requiring  the  supply,  and  in 
any  case  where  the  Corporation  have  made  such  requirement  and  there 
is  a  default  in  making  an  agreement  the  Corporation  shall  be  entitled 
to  charge  for  water  so  supplied  in  accordance  with  the  scale  above 
described  for  Dwelling-houses  and  Tenements. 
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(A.)  Lock-up  Shops,  Offices,  Warehouses,,  and  other  Premises 

of  a  Like  Nature. 

Water  Rate  per  annum. 


premises 

not  exceeding  £120  Rateable  Value 

5  per  cent,  on  the 
Rateable  Value. 

Ditto 

exceeding  £120  but  not  exceeding 
£2,000  Rateable  Value. 

4^  ditto 

Ditto 

exceeding  £2,000  but  not  exceeding 
£4,000  Rateable  Value. 

4  ditto. 

Ditto 

exceeding  £4,000  but  not  exceeding 
£6,000  Rateable  Value. 

3|  ditto 

Ditto 

exceeding  £6,000  Rateable  Value 

3  ditto. 

Provided  that  the  sum  payable  as  Water  Rate  in  respect  of  any 
premises  shall  not  be  less  than  that  in  respect  of  premises  assessed 
at  the  maximum  value  on  which  the  next  higher  rate  per  cent,  is 
chargeable. 

Provided  also  that  in  the  case  of  blocks  of  premises  of  this  class 
comprising  tenements  separately  occupied,  the  water  charges  shall  be 
assessed  on  the  rateable  value  of  each  tenement. 


(B.)  Dwellings  with  Retail  Shops  (including  Premises 
with  an  Off-licence)  attached. 

Water  Rate  per  annum 


premises 

not  exceeding  £50  Rateable  Value 

10 

per  cent,  on  the 
Rateable  Value. 

Ditto 

exceeding  £50  but  not  exceeding 
£80  Rateable  Value. 

8 

ditto. 

Ditto 

exceeding  £80  but  not  exceeding 
£150  Rateable  Value. 

r> 

1 

ditto. 

Ditto 

exceeding  £150  but  not  exceeding 
£300  Rateable  Value. 

6 

ditto. 

Ditto 

exceeding  £300  Rateable  Value 

5 

ditto. 

Provided  that  the  sum  payable  as  Water  Rate  in  respect  of  any 
premises  shall  not  be  less  than  that  in  respect  of  premises  assessed 
at  the  maximum  value  on  which  the  next  higher  rate  per  cent,  is 
chargeable. 

o 


(C.)  Manufactories  and  Workshops. 

The  charges  for  a  supply  of  water  for  domestic  purposes  to.  a 
manufactory  or  workshop  shall  be  in  accordance  with  the  scale  herein¬ 
before  prescribed  for  Lock-up  Shops,  subject  to  increase  at  the  rate  of 
one  shilling  per  annum  for  each  “  hand  employed  in  excess  of  those 
shown  in  the  following  scale,  provided  that,  excluding  charges  for  trade 
uses,  the  water  rate  shall  not  exceed  the  full  domestic  charge  of  10 
per  cent,  per  annum  on  the  rateable  value: —  7 
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Rateable  Value  not 
exceeding 

No.  of  Workpeople 
allowed  without 
additional  charge. 

Rateable  Value  not 
exceeding 

No.  of  Workpeople 
allowed  without 
additional  charge. 

£ 

s. 

d. 

£ 

S. 

d. 

5 

0 

0 

2 

25 

0 

0 

25 

7 

10 

0 

4 

30 

0 

0 

30 

10 

0 

0 

6 

40 

0 

0 

40 

12 

10 

0 

8 

60 

0 

0 

50 

15 

0 

0 

10 

70 

0 

0 

55 

17 

10 

0 

15 

90 

0 

0 

65 

20 

0 

0 

20 

100 

0 

0 

70 

■ 

(D.)  Hotels,  Public-houses,  Restaurants,  and  Clubs. 

The  charges  for  a  supply  of  water  for  domestic  purposes  to  a 
hotel,  public-house,  restaurant,  or  club  shall  be  in  accordance  with  the 
Scale  hereinbefore  prescribed  for  dwelling-houses,  except  that  where 
the  rateable  value  of  the  premises  supplied  exceeds  £80  the  consumer 
shall  be  entitled  to  the  option  of  taking  the  supply  by  meter  on  the 
scale  of  charges  for  metered  supplies  in  force  for  the  time  being, 
subject  to  a  quarterly  minimum  charge  at  the  rate  of  7^  per  cent,  per 
annum  on  the  rateable  value,  plus  the  charge  for  baths,  or  according 
to  the  size  of  the  meter,  whichever  is  the  greater ;  provided  that  such 
quarterly  minimum  shall  not  be  less  than  £2,  plus  the  charge  for  baths. 

III. — Mode  of  Determining  Rateable  Value. 

(lj  The  rateable  value  of  any  house  or  building  or  part  of  a  house 
or  building  for  the  purpose  of  the  above  scales  shall  be  determined 
by  the  valuation  list  in  force  on  the  first  day  of  the  month  following 
the  commencement  of  the  quarter  for  which  the  water  rate  accrues  or 
(if  there  is  no  such  list  in  force)  by  the  last  rate  made  for  the  relief  of 
the  poor  or  other  rate  in  which  such  last-mentioned  rate  is  included  : 

Provided  that  if  no  rateable  value  be  assigned  in  any  such  valuation 
list  as  aforesaid  to  any  house  or  building  or  part  of  a  house  or  building, 
and  such  house  or  building  or  part  of  a  house  or  building  is  not  rated 
to  any  rate  made  for  the  relief  of  the  poor  or  to  any  such  other  rate  as 
aforesaid  the  annual  value  of  such  house  or  building  or  part  of  a  house 
or  building  determined  in  manner  provided  by  Section  68  of  the  Water 
Works  Clauses  Act,  1847,  shall  for  the  purpose  of  assessing  water  rate 
be  deemed  to  be  the  rateable  value  of  such  house  or  building  or  part  of 
a  house  or  building. 

(2)  Where  in  respect  of  any  building  in  the  occupation  of  His 
Majesty  or  any  department  of  His  Majesty’s  Government  contributions 
in  lieu  of  rates  are  paid  by  the  Treasury  the  value  at  which  the  building 
is  assessed  for  the  purpose  of  such  contributions  shah  for  the  purpose 
of  assessing  water  rates  be  deemed  to  be  the  rateable  value  thereof. 
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(3)  Where  the  water  rate  or  charge  is  chargeable  on  the  rateable 
value  of  part  only  of  any  hereditament  entered  in  the  valuation  list 
such  rateable  value  shall  be  a  fairly  apportioned  part  of  the  rateable 
value  of  the  whole  hereditament  ascertained  as  aforesaid,  the  apportion¬ 
ment  in  case  of  dispute  to  be  ascertained  by  a  court  of  summary 
jurisdiction. 


Given  under  the  Seal  of  Office  of  the  Local  Government  Board, 
\his  Sixth  day  of  March,  in  the  year  One  thousand  nine 
hundred  and  fifteen. 

HERBERT  SAMUEL, 

President. 


WALTER  T.  JEERED, 

Assistant  Secretary. 
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Qv.  B  — 1 CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 


For  the  Year  ended 


Expenditure  to 

31st  March,  1914. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March,  1915 

,  1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1914 

w  -i-  JL  •  •  •  •••  •••  ••• 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

£2,097,859  18  8 

Dr.  0— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1914 

5,830,789  13  6 

2  ,,  Expenditure  since  that  date 

— 

4,379  8  9 

Total  carried  to  Balance  Sheet 

5,835,169  2  3 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Birming- 

ham  Corporation  Water  Act, 

1902,  to  31st  March,  1914 

191,729  5  9 

Total  carried  to  Balance  Sheet 

... 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1914 

252,219  16  6 

- 

5  ,,  Expenditure  since  that  date 

36,186  i  3 

Total  carried  to  Balance  Sheet 

.  .  . 

•  .  • 

288,406  0  9 

6,315,304  8  9 

Balance  of  Capital  Account 

•  •  • 

... 

12,195  11  3 

£6,327,500  0  0 

11 


(CORPORATION)  WATER  ACTS,  1875  AND  1879.  <&v. 

31st  March,  1915. 


Additions  + 

Capital  at 

or  Reductions  — 

Capital  at 

31st  March,  1914. 

during  the 

31st  March,  1915, 

year. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities  ... 

1,141,228  19  2 

-16,475  14  7 

1,124,753  4  7 

2  ,,  Birmingham  Corporation 

31-  %  Stock 

413,813  12  7 

-  2,009  4  11 

411,804  7  8 

3  ,,  Birmingham  Corporation 

3  %  Stock 

199,478  0  0 

-  2,564  15  0 

196,913  5  0 

4  ,,  Birmingham  Corporation 

2^-  %  Stock 

20,109  8  6 

-  2,477  18  5 

17,631  10  1 

Total  Amount  Outstanding 

•  •  • 

•  •  • 

1,751,102  7  4 

5  ,,  Annuities  redeemed  and) 

Stock  cancelled  from  - 

323,229  18  5 

+  23,527  12  11 

346,757  11  4 

Sinking  Fund  ...  ) 

Total  carried  to  Balance  Sheet 

•  .  . 

•  •  « 

£2,097,859  18  8 

(CORPORATION)  WATER  ACT, 

1892. 

£r. 

31st  March,  1915. 

1  By  Birmingham  Corporation 

i 

%  Stock  . 

62,040  2  2 

-  818  14  8 

61,221  7  6 

2  ,,  Birmingham  Corporation 

3  %  Stock  ... 

1,322,562  18  8 

-  5,033  17  7 

1,317,529  1  1 

3  ,,  Birmingham  Corporation 

2£  %  Stock 

1,236,528  9  1 

-  6,234  4  10 

1,230,294  4  3 

-  5,100  18  7 

) 

4  ,,  Mortgages  and  Loans 

3,606,309  13  7 

-226,090  15  0 

3,405,118  0  0 

, 

!  +  30,000  0  0 

) 

5  ,,  Birmingham  Corporation 

Bills 

. . . 

+  226,090  15  0 

226,090  15  0 

Total  Amount  Outstanding 

. . . 

6,240,253  7  10 

6  ,,  Stock  cancelled  or  trans- 

ferred  and  Loans  repaid 

from  Sinking  Fund 

70,058  16  6 

+  17,187  15  8 

87,246  12  2 

• 

Total  carried  to  Balance  Sheet 

£6,327.500  0  0 

12 


D  — revenue 

For  the  Year  ended 


fit. 


' 

Year  to 

31st  March,  1915. 

1914. 

£ 

Maintenance  of  Works,  and 
Distribution  of  Water. 

£ 

s. 

d. 

£ 

s. 

d. 

Old  Supply. 

4,117 

1 

To  Pumping,  including 
Salaries,  Wages,  Coal,  and 
Stores  at  Pumping  Stations 

3,753 

1 

4 

1,664 

2 

,,  Filtration... 

190 

12 

4 

2,861 

3 

,,  Maintenance  of  Engines 
and  Boilers 

2,260 

0 

3 

1,686 

4 

,,  Maintenance  of  Reservoirs, 
Pumping  Stations,  &c. 

1,123 

6 

11 

7,327 

0 

10 

10,328 

Elan  Supply. 

3,200 

5 

,,  Filtration  and  Hardening 
(Elan  Valley)  ... 

3,069 

11 

6 

1,944 

6 

,,  General  Maintenance  and 
Supervision  of  Elan 
Valley  Works  ... 

1,485 

13 

11 

123 

7 

,,  Administration  of  Elan 
Village  ... 

27 

9 

0 

6,388 

8 

,,  Maintenance  and  Super¬ 
vision  of  Aqueduct 

6,811 

12 

0 

4,243 

9 

,,  Pumping  at  Frankley  and 
Monument  Road 

4,374 

1 

0 

653 

10 

,,  Maintenance  of  Engines 
and  Boilers  at  Frankley 
and  Monument  Road  ... 

702 

15 

1 

1,545 

11 

,,  Filtration  (Frankley) 

1,628 

1 

6 

83 

12 

,,  Maiutenance  of  Filters 
(Frankley) 

824 

8 

10 

930 

13 

,,  Maintenance  of  Works 
(Frankley) 

777 

14 

0 

636 

19,745 

14 

,,  General  WorkingExpenses 
and  Wages  (Frankley) 

752 

16 

3 

20,454 

3 

1 

£30,073 

Carried  forward 

£27,781 

3 

11 

ACCOUNT. 


QU, 


31st  March,  1915. 


Year  to 

31st  March,  1915. 

1914. 

£  S.  d. 

£ 

1  By  Water  Rates  and  Charges  328,256  3  2 

323,027 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk  ...  7,619  11  4 

7,248 

335,875  14  6 

3  ,,  Profit  on  Testing  Water  Fittings  and 

Laying  and  Maintenance  of  Services... 

517  19  3 

925 

4  ,,  Net  Rents  of  Lands,  &c.  (Old  Works  and 

Elan  Aqueduct)  ... 

1,480  12  3 

1,402 

5  ,,  Net  Rents  of  Lands,  &c.  (Elan  Watershed) 

1,277  2  7 

1,253 

6  ,,  Net  Receipts  on  Fishing  ... 

3  9  10 

112 

7  ,,  Transfer  Fees 

12  17  6 

17 

8  ,,  Superannuation  Scheme,  1909  : — 

Members’  Contributions 

677  0  11 

678 

9  ,,  Profit  on  Hydraulic  Power  Supplies 

% 

33 

Carried  forward 

£339,844  16  10 

£334,695 

14 


Dr. 


Foe 


1914. 

£ 

£ 

8. 

d. 

30,073 

Brought  forward  ... 

Maintenance  of  Works,  and 

Distribution  of  Water  — 

continued. 

! 

General. 

15 

To  Maintenance  and  Renewal 

5,054 

of  Mains  and  Meters 

4,290 

3 

10 

1,914 

16 

,,  Salaries  ...  ...  ... 

1,827 

9 

6 

1,521 

17 

,,  Waste  Inspection 

1,492 

14 

9 

Superannuation  Scheme, 

1909:— 

18 

,,  Superannuation 

844 

Allowances  ...  751  5  7 

19 

,,  Pensions  to  Offi- 

374 

cers  &  Servants  339  16  4 

20 

,,  Optional  Allow- 

00 

ances  .  182  8  2 

1,273 

10 

1 

00 

00 

21 

,,  Workmen’s  Compensation 

48 

1 

4 

38,696 

22 

,,  Rates  and  Taxes  ... 

40,564 

1 

6 

23 

,,  Rents.  Tithes,  Easements. 

162 

and  Wayleaves  ... 

177 

11 

6 

24 

,,  Chemical  and  Bacterio- 

logical  Examination  of 

357 

Water 

357 

1 

X 

6 

4,389 

25 

,,  General  Wages  ... 

4,914 

17 

6 

1  26 

,,  National  Insurance  Act, 

229 

Part  I.  (Health) 

271 

15 

6 

27 

,,  National  Insurance  Act, 

17 

Part  II.  (Unemployment) 

20 

6 

11 

53,832 

£83,905 

Carried  forward 

D- — REVENUE 

the  Year  ended 


Year  to 

31st  March,  1915. 


£  B.  d. 
27,781  3  11 


55,237  13  11 


£83,018  17  10 


15 


AC  CO  U  N  T — continued . 
31st  March,  1915. 


Year  to 

31st  March,  1915. 

£  S.  d. 

Brought  forward  ...  ...  339,844  16  10 


Carried  forward  ... 

| 

£339,844  16  10 

Cr. 

1914. 

£ 

334,695 


£334,695 


16 


D, — BE  VENUE 

For  the  Year  ended 


2*. 


1914. 

£ 


83,905 


14,345 

599 

65 


955 


25,869 

2,000 

1,188 


4,197 


3,066 

1,810 

317 

515 


112,962 

221,733 


£334,695 


d. 


28  To 

29  ,, 


30 


31 

32 


43 


>  > 


33 

34 


35 

36 

37 


38 

39 

40 

41 


Brought  forward 

Management.  1 

Office  Salaries 

Meter  state-taking 

Pensions  prior  to  1897 
Scheme  ... 

Superannuation  Scheme, 
1909  : — 

Superannuation 
Allowances...  987  1  7 

Contributions 
returned  on 
decease  or 
retirement  of 
Members  ...  135  6  ] 


14,230  15  5 
617  10  9 

65  0  0 


Incidental 


>  5 

>  f 


Office  and 
Expenses 

Bank  Commission  and 
Share  of  Loans  Fund 
Management  Expenses... 
Abatements 
Bad  Debts 

Lawr  and  Professional 
Charges  ... 


1,122  8 

4,310  16 


2 

4 


3,047  2  1 
1,201  7  10 
287  17  3 

200  10  11 


Revision  of  Water  Rental  ... 

Offices  at  Council  House,  Payment  to  Gas 
Department 

Alterations  to  Offices,  Council  House 
Special  Expenses  re  War  : — 

Allowances  to  Employees 

O.H.M.S  ...  ^  ...  1,155  10  8 
Protection  of  Works  ...  10,443  1  5 


42  ,,  Loss  on  Hydraulic  Power  Supplies 


) ) 


Balance  carried  to  Profit  and  Loss 
Account  (E) 


Year  to 

37st  March,  1915. 


£  S.  d. 

83,018  17  10 


25,083  8  9 

896  13  0 

2,000  0  0 


11,598  12  1 

145  18  1 


122,743  9  9 
217,101  7  1 


£339,844  16  10 


17 


ACCOUNT — continued. 


31st  March,  1915. 


Year  to 

31st  March,  1915. 


Brought  forward 


£  s.  d. 

339,844  16  10 


£339,844  16  10 


1914. 

£ 

334,695 


£334,695 


18 


Dr 


E—  PROFIT  AND 


For  the  Year  ended 


1914. 

£ 

9,966 


45,790 


22,049 


119,514 

77,034 


196,548 

12,709 


2,726 

7,037 

7,861 


17,624 

4,204 

4,370 


Year  to 

31st  Mar.,  1915. 


£ 

s. 

d. 

1 

To  Balance  brought  from  last  Account 

•  •  • 

15,387 

0 

0 

2 

,,  Annuities 

•  .  ... 

•  •  • 

45,109 

14 

11 

3 

,,  Interest  under  Acts  1875  and  1879. 

On  Birmingham  Corporation  Stock 

(including  share  of  costs  of  issue) 

21,845 

11 

6 

4 

„  Interest  under  Act  1892 

On  Mortgages  and  Loans 

117,414  0 

10 

On  Birmingham  Corpo- 

ration  Stock  (including 

share  of  costs  of  issue) 

76,724  9 

8 

Discount  on  issue  of  Bir- 

mingham  Corporation 

Bills . 

3,065  17 

7 

— 

197,204 

8 

1 

5 

,,  Redemption  of  Debt. 

Sinking  Fund  for  Extinction  of  Annuities 

13,058 

1 

8 

Corporation  Loans  Fund 

for  Redemption  of 

Stock,  viz.  : — 

3^%  Stock 

2,827  19 

7 

3%  Stock 

7,598  12 

7 

2-J-%  Stock  ... 

8,712  3 

3 

19,138  15 

5  , 

Sinking  Fund  for  Re- 

1 

demption  of  Mortgages 

5,100  18 

7 

— 

24,239 

14 

0 

6 

,,  Bank  Interest 

•  •  •  •  •  • 

e  •  • 

5,227 

13 

11 

£ 

322,072 

4 

1 

£313,260 


19 


LOSS  ACCOUNT. 


Xr. 


31st  Maech,  1915. 


Year  to 

31st  March,  1915. 


1  By  Supplementary  Contribution  from  Borough 
Fund  and  Bate  Account 


£  s.  d. 
15,387  0  0 


1914. 

£ 

9,966 


2  ,,  Balance  of  Bevenue  Account  (D) ... 


217,101  7  1 


221,733 


3  Hydraulic  Power  Account  in  respect  of 
Capital  Charges  relative  to  the  Hydraulic 
Installation,  viz.  : — 


Interest  under  Acts 

1875  and  1879  ... 


143  0  9 


161 


Interest  under  Act 
1892  . 

Sinking  Fund  under 
Acts  1875  and  1879 


293  14  0 

622  5  0 


293 

604 


Sinking  Fund  under 

Act  1892  .  43  2  1 

- 1,102  1  10 


36 


4  ,,  Contribution  from  Borough  Fund  and  Bate 
Account  ...  ...  ...  ...  ... 


65,000  0  0 


65,000 


5  ,,  Transfer  from  Capital  Account  “  C  ”  under 
Section  22  of  the  Birmingham  Corpora¬ 
tion  Water  Act,  1902 


80 


6  ,,  Balance  to  be  carried  to  next  Account 


23,481  15  2 


15,387 


£  322,072  4  1 

313,260 

20 


£>r,  F.— HYDRAULIC  POWER 

For  the  Year  ended 


1914. 

Year  to 

31st  March,  1915.  j 

£ 

£  s.  d. 

97 

1  To  Ground  Rent  ... 

96  15  0 

337 

2  ,,  Rates  on  Buildings 

337  10  0 

416 

3  ,,  Salaries  and  Wages  at  Station 

409  18  0 

177 

4-  Ct  ft 

JL  j  j  V_A  CAJ  O  •  «  t  •••  •  •••  ••• 

178  15  3 

63 

5  ,,  Stores,  & c. 

86  16  3 

275 

6  ,,  Water  (10,222,000  Gallons  at  6d.  per  1,000 

255  11  0 

Gallons) 

j 

1,365 

i 

1,365  5  6  : 

1,127 

7  ,,  Balance  carried  forward 

956  3  9 

2,492 

£ 

2,321  9  3  ; 

8  To  Charges  on  Capital  Outlay,  viz. : — 

On  Balances  outstanding — 

161 

Under  Acts  1875  and  1879,  £4,767  19  4 

143  0  9 

293 

Under  Act  1892,  £9,813  3  0 

293  14  0 

604 

Sinking  Fund  under  Acts  1875  and  1879  ... 

622  5  0 

CO 

00 

Sinking  Fund  under  Act  1892 

43  2  1 

9  To  Balance,  being  profit  for  the  year,  carried 

33 

to  Revenue  Account  (D) 

... 

£1,127 

£ 

1,102  1  10 

1 

21 


SUPPLY  ACCOUNT.  ©tr. 

31st  Makch,  1915. 


Year  to 

1914 

* 

31st  March,  1915. 

£  s.  d. 

£ 

1  By  Charges  for  power 

• 

2,321  9  3 

2,492 

£ 

2,321  9  3 

2,492 

2  By  Balance  brought  forward 

956  3  9 

1,127 

3  ,,  Balance  being  loss  for  the  year  carried 

to  Eevenue  Account  “  D  ” 

1 

l 

145  18  1 

£ 

1,102  1  10 

£1,127 

22 


Q— SINKING  FUND  FOE 
For  the  Year  ended 


i 


1  To  Balance  brought  from  last  Account 

•  •  •  •  •  •  • 

£  s.  d. 

35,044  8  1 

2  ,,  Purchase  of  £659  Os.  7d.  Annuities  for 

Eedemption  (capitalized  at  25  years’ 
purchase)  as  per  Capital  Account  B  ... 

3  ,,  Premiums  on  Annuities  redeemed 

16,475  14  7 

158  17  4 

16,634  11  11 

£51,679  0  0 

Dr. 


H—  BALANCE  SHEET 


£ 

s. 

d. 

£ 

s. 

d. 

1 

To  Capital  Account  No.  1,  as  per  Account  B 

•  • 

• 

2,097,859 

18 

8  ^ 

2 

,,  Capital  Account  No.  2,  as  per  Account  C 

6,327,500 

0 

0 

3 

,,  Beserve  in  respect  of  Forged  Transfers 

* 

Act,  1891 

•  • 

• 

1,500 

0 

0 

4 

,,  Annuities  accrued  to  date 

11,247 

10 

8 

5 

,,  Interest  accrued  to  date  ... 

53,765 

12 

4 

6 

,,  Trade  Creditors: — 

On  Capital  Account  ...  459  0  10 

On  Bevenue  Account...  23,735  1  5 

24,194 

2 

3 

89,207 

5 

3 

7 

,,  Amount  due  to  the  Sinking  Fund  for 

Gas  Annuities  in  respect  of  moneys 

applied  under  the  provisions  of 

Section  51  of  the  Birmingham 

Corporation  Act,  1914 

•  • 

• 

38,620 

18 

4 

8 

,,  Treasurer  of  the  City  : — 

On  Bevenue  Account 

•  • 

• 

100,429 

19 

4 

£8,655,118 

1 

7 

-■  — 

E.  ANTONY  LEES, 

Secretary. 


30th  Ajwil,  1915. 


ANNUITIES  ACCOUNT. 


31st  March,  1915. 


dir. 


1  By  Amount  brought  from  Profit  and  Loss  Account  (E) 

2  ,,  Balance  to  be  carried  to  next  Account 

(This  amount  is  covered  by  an  application  of  moneys  from  the  Sinking 
Fund  for  Gas  Annuities  under  the  provisions  of  Section  51  of  the 
Birmingham  Corporation  Act,  1914.) 


£  S.  d. 

13,058  1  8 

38,620  18  4 


£51,679  0  0 


31st  March,  1915.  £r. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  B 

2,097,859  18  8 

,,  Capital  Account  No.  2.  as  per  Account  C  — 

2  On  Elan  Supply 

5,835,169  2  3 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

288,406  0  9 

5  ,,  Profit  and  Loss  Account,  as  per  Account  E — 

Balance  at  Debit  thereof 

23,481  15  2 

6  ,,  Sinking  Fund  Account,  as  per  Account  G — 

Balance  at  Debit  thereof 

38,620  18  4 

7  ,,  Debtors  for  Water  Bates,  Services,  &c. 

136,645  10  11 

8  ,,  Stock  of  Iron  Pipes,  Coal,  and  General  Stores 

29,978  3  11 

9  ,  Treasurer  of  the  City:  — 

On  Capital  Account  No.  2 

12,654  12  1 

10  ,,  Cash  in  hands  of  Secretary 

572  13  9 

£8,655,118  1  7 

Examined  and  found  correct, 

HOWARD  SMITH,  SLOCOMBE,  &  Co  , 

Auditors. 


30th  April,  1913. 


to  31st  MARCH,  1914  and  1915. 


Baths 


UNMEASU 
Trade  S 


Totals 


Railway^ 


SUPPLIES 


Totals  for  1915. 

Increase. 

Decrease. 

Percentage. 

Increase  + 

Deo  ease  - 

d. 

£  s.  d. 

£  s.  d. 

iG  s.  d. 

5 

2,354  2  5 

1*43  + 

0 

3  9  0 

0*02  - 

0 

464  8  0 

3-91  + 

0 

124  0  0 

’  6-40  + 

' 

198,159  8  5 

2,939  1  5 

1*51  + 

3  7 

1,999  17  3 

13*62  - 

I  0 

109  0  0 

2-16  4- 

'  0 

J 

12  13  6 

1-51  - 

0 

190  15  0 

3*57  - 

B  6 

254  5  6 

34-60  - 

i 

24,880  1  1 

2,348  11  3 

8-80  - 

r 

4,356  0  10 

4-79  + 

y 

282  13  7 

2-79  + 

1 

105,766  18  8 

4,638  14  5 

4-59  + 

828,256  8  2 

5,229  4  7 

1-62  4- 

7,619  11  4 

372  0  4 

5*13  + 

y 

335,875  14  6 

5,601  4  11 

1-70  4- 

supplied  by  Meter. 


to  31st  MARCH,  1914  and  1915 


I. — COMPARATIVE  ANALYSIS  OF  THE  RENTALS  FOR  THE  YEARS 


1913. 

1914. 

Totals  for  1914. 

1915. 

Totals  for  1915. 

Increase. 

Decrease. 

,  Percentage. 

Increase  -f- 

Dec)  ease  - 

DOMESTIC  SUPPLIES. 

£ 

£ 

s. 

d. 

i  £ 

s. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

1 

£ 

s. 

d. 

£  s. 

d. 

- - 

Domestic — not  exceeding  L'50  net  annual  value 

163,845 

164,669 

1 

0 

167,023 

3 

5 

2,354 

2 

5 

1-43  + 

Domestic — exceeding  £50  net  annual  value . 

16,813 

16,767 

9 

0 

16,764 

0 

0 

3  9 

0 

0-02  - 

Baths 

11,397 

11,847 

12 

0 

12,312 

0 

0 

464 

8 

0 

3-91  + 

Garden  and  Hose  Pipe  Watering 

1,885 

1,936 

0 

0 

2,060 

0 

0 

124 

0 

0 

*  6-40  + 

Totals  from  Domestic  Supplies 

193,940 

195,220 

2 

0 

198,159 

3 

5 

2,939 

1 

5 

1-51  + 

UNMEASURED  TRADE  and  MISCELLANEOUS  SUPPLIES 

Trade  Supplies  ... 

14,587 

14,685 

8 

10 

12,685 

11 

7 

1,999  17 

3 

13-62  - 

Lock-up  Shops,  Offices,  and  Warehouses 

4,903 

5,050 

0 

0 

5,159 

0 

0 

109 

0 

0 

2-16  + 

Churches,  Chapels,  and  Schools  . 

861 

861 

13 

6 

849 

0 

0 

12  13 

6 

1-51  - 

*Public-houses 

5,454 

5,347 

15 

0 

5,157 

0 

0 

190  15 

0 

3-57  - 

Unmeasured  Supplies  for  Building  Purposes 

526 

733 

15 

0 

479 

9 

6 

254  5 

6 

34-60  - 

Totals  from  Unmeasured  Trade  and  Miscellaneous  Supplies 

26,331 

26,678 

12 

4 

24,330 

1 

1 

2,348  11 

3 

8-80  - 

MEASURED  SUPPLIES. 

• 

Trade  Supplies  ...  ...  ...  ...  ...  f 

86,232 

90,979 

5 

11 

95,335 

6 

9 

4,356 

0 

10 

4-79  + 

Railways,  Street  and  Road  Watering,  Markets,  etc.... 

9,152 

10,148 

18 

4  i 

10,431 

11 

11 

282 

13 

7 

2-79  + 

Totals  from  Measured  Supplies 

95,384 

101,128 

4 

3 

105,766 

18 

8 

4,638 

14 

5 

4-59  -1- 

315,655 

323,026 

18 

7 

328,256 

3 

2 

5,229 

4 

7 

1"62  -f- 

SUPPLIES  IN  BULK  . 

7,041 

7,247 

11 

0 

7,619 

11 

4 

372 

0 

4 

513  -(■ 

TOTAL  RENTAL  . 

322,696 

330,274 

9 

7 

335,875 

14 

6 

5,601 

4 

11 

1-70  + 

1  lie  figures  in  this  line  refer  to  the  unmeasured  supplies  only.  Many  Public-houses  are  supplied  by  Meter 


SCHEDULE  OF  UNMEASURED  SUPPLIES. 


I 

■ 

* 


a 

o 

m 

CD 


CU 

3 

C/2 

<13 

u 

3 

03 

«e 

<u 

a 

c 


* 


K.-SCHEDULE  OF  UNMEASURED  SUPPLIES 


Net  Annual  Value 
not  exceeding 

Water  Rents. 

Number  of  Houses, 
31st  March,  1914. 

Number  of  Houses, 
31st  March,  191 5. 

£  s.  d. 

5  0  0 

5/2 

1,444 

1,374 

7  10  0 

V- 

37,426 

36,963 

10  0  0 

9/2 

47,147 

47,268 

12  10  0 

15/- 

45,679 

46,210 

15  0  0 

21/8 

13,976 

14,137 

17  10  0 

28/- 

8,282 

8,398 

OCCUPIERS. 

a  s.  d. 

5  0  0 

6/- 

27 

27 

7  10  0 

81- 

143 

142 

10  0  0 

10/4 

263 

287 

12  10  0 

16/8 

801 

842 

15  0  0 

24/- 

1,263 

1,297 

17  10  0 

31/- 

2,929 

2,981 

20  0  0 

38/- 

5,580 

5,716 

25  0  0 

44/6 

8,265 

8,398 

30  0  0 

49/6 

6,152 

6,337 

35  0  0 

54/- 

2,846 

2,882 

40  0  0 

57/- 

1 ,656 

1,650 

50  0  0 

60/ 

2,327 

2,344 

Supplies  used  wholly  or  in  part 
for  domestic  purposes.  Per¬ 
centage  on  net  annual  value — 

3  per  cent. 

674 

684 

4  per  cent. 

4 

6 

5  per  cent. 

367 

352 

6  per  cent. 

2,382 

2,398 

Total  Number  of  Houses 
in  Supply 

189.633 

190,693 

ANNUAL  RENT 

OF  HOUSES. 

Net  Annual  Value. 

Annual  Charge. 

N  umber  at 

31st  March,  1914. 

Number  at 

31st  March,  1915. 

£ 

£  s.  d. 

... 

10  0  0 

4/- 

29 

31 

30 

25  0  0 

6/- 

22,857 

23,604 

60 

50  0  0 

81- 

9,334 

9,692 

Exceeding 

60 

Exceeding 

50  0  0 

10/- 

2,921 

2,980 

Total  Number  of  Baths 

... 

35,141 

36,307 

GARDEN  AND  HOSE  PIPE  WATERING. 


- i - 

Annual  Charge. 

Hose  Pipes  ... 

10/- 

3,123 

3,367 

Garden  Taps ... 

5/- 

1,412 

1,423 

- - - 1 - 

4,585 

4,790 

MISCELLANEOUS  UNMEASURED  SUPPLIES. 


Lock-up  Shops,  Offices,  and  W  arehouses 

2,986 

3,049 

Trade  and  Sundry  Charges  other  than  Domestic 

11,888 

8,335 

♦Full  Licensed  and  Beer  Houses  . 

1,147 

1,108 

Churches,  Chapels,  Sunday  and  Day  Schools 

470 

417 

Fire  Hydrants  and  Fire  Cocks 

2,209 

2,322 

18,699  * 

15,231 

*  Unmeasured  Supplies  only. 


STATEMENT  OF  DISTRIBUTION  OF  WATER. 
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ESTIMATED  AVERAGE  CONSUMPTION  PER  HEAD  PER  DAY. 
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STATEMENT  OF  THE  YEARLY  EXPENDITURE  OF  CAPITAL. 


NET  RESULTS 


^Supplemental. 


+3arried  forward 


Depreciation  of  Temporary  Mains  and  Works.  £  Depreciation  exceeds  purchases. 


N.— STATEMENT  OF  THE  YEARLY  EXPENDITURE  OF  CAPITAL. 


- - — - - 

Mains. 

Works, 

Buildings,  &c., 
less  Depreciation . 

Meters,  less 

Elan 

Capitalization 
under  Section 
22,  Act  1902. 

Totals  for 

Total  to 

\  ear 

Length  in 
Miles. 

Cost. 

Depreciation. 

Supply. 

Year. 

Date. 

£ 

£ 

£ 

£ 

£ 

£ 

At  Dec.  31, 
1875 

252-448 

— 

— 

— 

— 

— 

1,523,123 

Jan.  1,  1876, 
to  3 1  Mar  , 

1898 

330-619 

272,913 

346,399 

5,849 

1,309,049 

— 

1,934,210 

3,457,333 

To  31  Mar., 

1899 

17-125 

14,169 

-1,000* 

6,295 

-2,275* 

391 

515,699 

— 

533,279 

3,990,612 

1900 

17-910 

7,571 

-1,150* 

3,271 

-3,250* 

220 

707,493 

— 

714,155 

4,704,767 

1901 

10-995 

6,427 

-540* 

2,853 

-3,310* 

329 

924,680 

— 

930,439 

5,635,206 

1902 

14-076 

9,744 

-110* 

1,415 

-3,584* 

-257* 

987,874 

— 

995,082 

6,630,288 

1903 

16-906 

12,673 

1,066 

-2,623* 

-209+ 

458,301 

— 

469,208 

7,099,496 

1904 

18-740 

19,526 

1,363 

-1,823* 

467 

352,896 

33,818 

406,247 

7,505,743 

1905 

21-970 

15,779 

-200* 

5,845 

-1,027* 

47 

283,514 

46,826 

350,784 

7,856,527 

1906 

19-430 

11,861 

4,893 

-1,792* 

439 

126,389 

35,420 

177,210 

• 

8,033,737 

1907 

17-950 

13,475 

4,910 

-1,615* 

249 

60,815 

19,616 

97,450 

8,131,187 

1908 

18-600 

13,358 

3,494 

-1,913* 

266 

36,143 

16,941 

68,289 

8,199,476 

1909 

13-030 

8,188 

951 

-2,038* 

-581 

28,745 

15,658 

51,446 

8,250,922 

1910 

16-250 

20,928 

1,636 

-340  + 

20,976 

11,236 

52,507  ‘ 

8,303,429 

-1,929* 

1911 

11-570 

7,305 

1,043 

-1,604* 

29 

2,976 

7,131 

16,880 

8,320,309 

1912 

10-870 

8,975 

928 

-1,592* 

244 

9,109 

4,060 

21,724 

8,342,033 

1913 

6-330 

4,467 

2,567 

-1,593* 

3 

4,436 

943 

10,823 

8,352,856 

1914 

11-110 

18,541 

1,114 

-1,853* 

167 

1,694 

80 

19,743 

8.372,599 

1915 

15-780 

37,244 

2,120 

-3,665* 

487 

4,379 

— 

40,565 

8,413,164 

500,144 

354,677 

8,323 

5,835,168 

191,729 

6,890,041 

*  Depreciation  of  Temporary  Mains  and  Works.  1  Depreciation  exceeds  purchases. 


NET  RESULTS. 

Loss. 

Working  Expenses. 

How  Covered. 

1 

] 

From  Reserves. 

By  Contribution 
from  Rates. 

By  Capitalization. 

10 

18 

19 

20 

£ 

£ 

£  | 

£ 

622,423 

28,242 

•  •  • 

•  •  • 

53,677 

•  •  • 

•  •  • 

53,470 

•  •  • 

•  •  • 

•  •  • 

58,804 

•  •  • 

•  •  • 

•  •  • 

70,374 

•  •  • 

•  •  • 

tr 

•  •  • 

69,779 

. 

•  •  • 

•  •  • 

•  •  • 

69,311 

... 

•  •  • 

•  •  • 

69,908 

1 

•  •  • 

•  •  • 

•  •  • 

79,488 

•  •  • 

•  •  • 

•  •  • 

87,611 

6,479 

•  •  • 

•  •  • 

97,184 

82,737 

•  •  • 

•  •  • 

110,785 

65,119 

... 

•  •  • 

108,418 

80,039 

# 

•  •  • 

106,718 

6,239 

45,000 

33,818 

105,668 

•  •  • 

45,000 

46,826 

91,681 

•  •  • 

45,000 

85,420 

97,639 

•  •  • 

65,000 

19,616 

92,716 

•  •  • 

65,000 

16,941 

96,162 

•  •  • 

65,000 

15,658 

98,532 

•  •  • 

65,000 

11,236 

4,823* 

96,828 

•  •  • 

65,000 

7,131 

2,952* 

101,637 

65,000 

4,060 

I 

4,038* 

109,469 

65,000 

943 

9,966* 

112,962 

•  •  • 

65,000 

15,388* 

80 

122,743 

•  •  • 

65,000 
23,481 1 

•  •  • 

2,783,987 

218,855 

“1 

1 

780,648 

191,729 

^Supplemental. 

tCarried  forward 

O  —SUMMARY  OP  THE  ACCOUNTS  OF  THE  DEPARTMENT  FROM  1876. 


• 

| 

REVENUE  FROM  VARIOUS  MINOR  SOURCES. 

YEAH. 

WATER  RENTS. 

Tenting  Fittings 
ami  Laying 
,  and  Maintenance 
of  Services. 

Net 

Renta  of  Lands, 
etc. 

Net  Rents  of 
l  Lands,  etc. 

(Elau  Estate  ; 

Profit  on 
Hydraulic  Power 
Supplies. 

Fishing 
Subscriptions 
aud  Tickets. 

Transfer  Fees. 

Contributions 

for 

Superannuation 

1  09  Scheme. 

Total  Revenue. 

Working  Expenses. 

otals,  1st  Jan.,  "I 
1876,  to  31st} 

i 

£ 

1,771,134 

2 

£ 

22,854 

3 

7,847 

4 

X 

5 

£ 

t> 

£ 

1,441 

£ 

220 

8 

£ 

£ 

1,802,496 

£ 

622,423 

Mar.,  1891  ...) 
1891-92 

140,247 

781 

313 

296 

19 

141,656 

53,677 

1892-93 

148,183 

544 

510 

282 

22 

144,541 

53,470 

1893-94 

175,917 

1,488 

454 

289 

18 

178,116 

58,804 

1891-95 

179,371 

427 

1,149 

253 

20 

181,220 

70,374 

1895-96 

187,558 

1,007 

1,081 

205 

19 

189,870 

69,779 

1896-97 

199,905 

851 

1,017 

270 

16 

202,059 

69,311 

1897-98 

211,921 

1,225 

428 

188 

17 

213,779 

69,908 

1898-99 

221,587 

1,760 

784 

195 

19 

577 

224,922 

79,488 

1899-1900  ... 

230,987 

1,482 

672 

20 

172 

21 

589 

233,843 

87,611 

1900-01 

240,966 

650 

688 

(-  32) 

102 

20 

594 

243,020 

97,184 

1901-02 

251,482 

783 

621 

102 

126 

17 

612 

253,743 

110,785 

1902-03 

255,997 

714 

837 

104 

63 

19 

574 

258,308 

108,418 

1903-04 

261,812 

934 

635 

188 

115 

26 

583 

264,243 

106,718 

1904-05 

268,545 

561 

473 

155 

246 

21 

576 

270,577 

105,668 

1905-06 

278,043 

(-199) 

1,005 

135 

177 

22 

57*2 

279,954 

91,681 

1906-07 

285,127 

871 

1,122 

1,733 

(-  17) 

209 

15 

580 

289,657 

97,639 

1907-08 

287,675 

(-  66) 

1,018 

1,747 

(-  11) 

222 

18 

688 

291,268 

92,716 

1908-09 

293,578 

846 

1,005 

1,221 

22 

187 

17 

590 

297,466 

96,162 

1909-10 

298,815 

1,264 

1,291 

1,345 

12 

198 

10 

618 

303,553 

98,532 

1910-11 

305,553 

1,452 

1,356 

1,294 

(-  98) 

187 

13 

644 

310,499 

96,828 

1911-12 

316,290 

1,191 

1,597 

1,345 

(-  68) 

253 

14 

657 

321,347 

101,637 

1912-13 

322,696 

887 

1,572 

1,291 

10 

204 

11 

664 

327,335 

109,469 

1913-14 

880,274 

925 

1,402 

1,254 

33 

112 

17 

678 

334,695 

112,962 

1914-15 

835,876 

518 

1,481 

1.277 

(-146) 

3 

13 

677 

339,845 

122,743 

7,794,589 

43.465 

29,758 

12,507 

731 

5,995 

— 

644 

10  373 

,  7,898,012 

2,783,987 

CAPITAL 

CHARGES 

_  NET  RESULTS 

Gross  Profit. 

Percentage  of 
Gross  Profit  to 
Total  Revenue. 

- - - 

Reserve  under 

Loib. 

Under  Acts 

1875  nnd  1879. 

Forged  Transfers  Act, 
1891. 

Profit. 

MOW  COVKUKD. 

Amount. 

From  Reserves. 

By  Contribution 
from  Rut  on. 

By  Capi  tali  ration. 

.3 

14 

15 

.6 

17 

18 

Ill 

‘20 

£ 

1,180,073 

65"47 

£ 

1,145,453 

,£ 

£ 

£ 

62,862 

£ 

28,242 

X* 

28,242 

£ 

£ 

87,979 

62-11 

84,367 

3,612 

91,071 

63-01 

85,304 

1,676 

4,091 

119,312 

66  99 

85,294 

7,095 

26,923 

110,846 

6117 

85,648 

12,971 

12,227 

120,091 

63"25 

85,056 

17,317 

17,718 

132,748 

65-70 

85,083 

21,853 

25,812 

143,871 

67-30 

85,152 

30,065 

28,654 

145,434 

64-66 

86,930 

43,096 

15,409 

... 

146,232 

62-53 

89,137 

63,574 

6,479 

6,479 

145,836 

6001 

88,548 

90,025 

82,787 

82,787 

142,958 

56-34 

89,006 

119,071 

65,119 

65,119 

149,890 

58*03 

88,815 

141,114 

80,089 

80,039 

157,525 

59-61 

88,660 

163,922 

86,057 

6,289 

45,000 

38,818 

164,909 

60-95 

88,715 

167,770 

250 

91,826 

45,000 

46,826 

188,273 

67-25 

88,538 

179,906 

250 

80,420 

45,000 

35,420 

192,018 

66-22 

88,475 

187,909 

250 

84,616 

66,000 

19,616 

198,552 

68-17 

88,317 

191,926 

250 

81,941 

66,000 

16,941 

201,304 

67-67 

88,466 

193,246 

250 

80,668 

65,000 

15,658 

205,021 

67-54 

88,429 

197,401 

250 

81,069 

65,000 

11,236 

4,828* 

213,671 

68-81 

88,184 

200,570 

75,088 

66,000 

2,952* 

7,131 

219,710 

68-37 

87,750 

205,058 

78,098 

65,000 

4,098* 

4,060 

217,866 

66*56 

87,267 

206,508 

75,909 

65,000 

9,966* 

943 

221,733 

66-25 

86,591 

215,610 

80,468 

65,000 

15,388* 

80 

217,102 

63-88 

86,300 

219,283 

88,481 

65,000 
28,481 1 

5.114,025 

64-75 

3,239,485 

2,866,964 

1,500 

197,308 

1,191,232 

— 

218,855 

780,648 

191,729 

'Supplemental 


t  '‘arried  forward 
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R  81.  6/6/16. 


(Eitp  ol  Birmingham. 


REPORT 

OF  THE 

WATER  COMMITTEE 

FOR  PRESENTATION  AT 

A  MEETING  OF  THE  COUNCIL, 

TO  BE  HELD  ON 

TUESDAY,  JUNE  6th,  1916, 


BIRMINGHAM : 

PERCIVAL  JONES  LIMITED,  PRINTERS,  148-149,  GREAT  CHARLES  STREET. 


R81.  6/8/16. 


CITY  OF  BIRMINGHAM, 


1R  e  p  o  r  t 

OF  THE 

WATER  COMMITTEE 

FOR  PRESENTATION  AT 

A  MEETING  OF  THE  COUNCIL  TO  BE  HELD  ON 

TUESDAY,  JUNE  6th,  1916. 


APPOINTMENT  OF  CHAIRMAN. 

At  their  first  meeting  after  appointment  your  Committee  elected 
Mr.  Alderman  Lloyd  to  be  their  Chairman  for  the  ensuing  year. 

MEETINGS. 

The  Committee  have  held  13  meetings  since  their  appointment. 

ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
lor  the  year  ended  March  31st,  1916. 

The  Water  Bates  and  Charges  show  an  increase  of  £65,241,  that  is 
19’42  per  cent,  against  an  increase  of  1*70  per  cent,  last  year. 

The  large  percentage  of  increase  has  been  brought  about  by  the 
introduction  of  the  revised  scale  of  water  charges  at  Ladyday,  1915, 
combined  with  the  revaluation  of  the  City. 

Excluding  from  the  figures  a  decrease  of  £448  in  the  bulk  supply  to 
Coventry,  the  increase  in  the  Corporation  area  of  supply  is  £65,689,  of 
which  £52,864  is  due  to  the  revision  and  revaluation,  leaving  £12,825 
due  to  actual  growth,  so  that  against  an  increase  of  L62  per  cent,  of 
last  year  the  corresponding  increase  this  year  has  been  3'91  per  cent. 

The  Bevenue  Account  shows  a  gross  profit  of  £265,364  15s.,  against 
£217,101  7s.,  being  an  increase  of  £48,263  8s. 

The  charges  for  annuities  and  interest  shown  in  the  Profit  and  Loss 
Account  amount  to  £280,024,  against  £268,951  a  year  ago,  showing  an 
increase  of  £11,073.  This  increase  is  entirely  attributable  to  the  increase 
in  the  rate  of  interest,  as  no  further  capital  has  been  borrowed  during 
the  year. 

The  charges  for  redemption  of  debt  amount  to  £47,582,  against 
£36,632,  showing  an  increase  of  £10,950,  £793,000  loans  having  come 
into  charge  for  redemption  for  the  first  time. 

The  total  increase  in  the  capital  charges  is  thus  £22,023,  reducing 
the  increased  balance  on  Bevenue  Account  to  £26,240,  which  amount  is 
the  net  improvement  in  the  account  as  compared  with  that  of  last  year. 
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Your  Committee  give  below  a  statement  of  the  transactions  of  the 
two  years  in  a  condensed  form,  with  a  view  of  bringing  out  the  salient 
features  :  — 


Year  ended  March  31st,  1915. 


Revenue  Account. 


£ 

£ 

Expenditure — Old  Supply 

7,327 

Water  Rates  and  Charges  335,876 

Do.  Elan  ,, 

20,454 

Sundries .  3,969 

Maintenance  and  Manage- 

rn  o  n  tj  •  •  •  •  *  •  *  *  • 

83,364 

War  Expenses  ... 

11,599 

122,744 

Balance  to  Profit  and 

Loss 

217,101 

£339,845 

— 

£339,845 

Profit  and  Loss  Account. 


£ 

Annuities  and  Interest  ...  268,951 
Redemption  of  Debt  ...  36,632 


£305,583 


Deficiency  for  Year  ...  88,482 


£88,482 


£ 

Balance  of  Revenue 

Account  . 217,101 

Deficiency  on  the  year’s 

working  .  88,482 


£305,583 


£ 

Subsidy  from  Rates  ...  65,000 

Balance  carried  to  next 

Account  ...  ...  23,482 


£88,482 


\  '5\‘S\  l  (■ 
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Year  ended  March  31st,  1916. 


Revenue  Account. 


£ 

Expenditure— Old  Supply  14,027 

Do.  Elan  „  20,019 

Maintenance  and  Manage¬ 
ment  ...  ...  ...  86,694 

War  Expenses  ...  ...  18,864 

139,604 

Balance  to  Profit  and 

Loss  ...  ...  ...  265,365 


£404,969 


£ 

i 

Water  Rates  and 
Charges  on  old 
basis  ...  ...  348,253 

Extra  from  Re¬ 
vision  and  Re¬ 
valuation  ...  52,864 

-  401,117 

Sundries...  ...  3,852 


£404,969 


Profit  and  Loss  Account. 


/  - 

£ 

Annuities  and  Interest  ...  280,024 
~\P  Redemption  of  Debt  ...  47  582 

£ 

Balance  of  Revenue 

Account  ...  ...  265,365 

Deficiency  on  the  Year’s 

working  ...  ...  62,241 

go 

£327,606 

£327,606 

£ 

Balance  from  last 

Account  ...  ...  23,482 

Deficiency  for  Year  ...  62,2 4 1 

£ 

Subsidy  from  Rates  ...  45,000 

Balance  carried  to  next 

Account  ...  ...  40,723 

£85,723 

£85,723 

' 
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The  deficiency  for  the  year  ended  31st  March,  1915,  was  £88,482, 
£65,000  of  which  was  provided  from  the  Bates,  and  £23,482  was  carried 
forward. 

The  result  of  the  working  for  the  year  to  31st  March,  1916,  is  a 
deficiency  of  £62,241.  A  sum  of  £45,000  has  been  provided  from  the 
Bates  covering  the  balance  carried  over  from  the  previous  year,  and 
leaving  a  credit  of  £21,518  against  the  present  account,  thus  reducing 
the  ultimate  balance  to  £40,723,  which  the  Finance  Committee  have 
arranged  to  provide  as  a  supplemental  subsidy  from  the  Bates. 

The  Finance  Committee  have  already  reported  and  the  Council 
have  approved  the  provision  of  a  contribution  of  £55,000  for  the  new 
year. 

In  view  of  the  discussion  with  reference  to  the  finances  of  the 
Department  which  took  place  in  the  City  Council  on  the  7th  March  last, 
when  the  Estimates  were  voted,  and  with  particular  reference  to  the 
promise  then  made  on  behalf  of  the  Water  Committee  to  report  relative 
to  the  general  financial  position  of  the  Department,  your  Committee 
have  prepared  a  memorandum  on  the  subject,  which  is  submitted  as  an 
Appendix  to  this  report. 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  during  the 
year  are  submitted  with  this  Beport.  The  average  daily  distribution 
within  the  area  of  supply  has  been  25*644  million  gallons,  against  24*058 
million  gallons  in  the  previous  year,  being  an  increase  of  6*59  per  cent. 
The  increase  distributed  over  the  several  zones  shows  the  following 
percentages  :  — 

Low  Level  ...  ...  7*  78  percent. 

Middle  Level  ...  ...  5*98  per  cent. 

High  Level  ...  ...  6*27  per  cent. 

The  measured  supplies  show  an  increase  of  13*52  per  cent.,  wdiile 

the  domestic  and  unmeasured  supplies  have  increased  by  3*91  per  cent- 
The  bulk  supply  to  Coventry  has  decreased  by  5*88  per  cent. 

In  their  Beport  submitted  in  July,  1914,  the  Water  Committee 
anticipated  an  increase  in  consumption  up  to  the  year  1918  at  the  rate 
of  3*5  per  cent,  per  annum,  showing  for  the  year  now  completed  an 
estimated  average  consumption  of  24*946  million  gallons  per  day.  This 
estimate  has  been  exceeded  by  0*698  million  gallons  per  day,  that  is  2*79 
per  cent.  The  very  large  growth  in  consumption  has  doubtless  been 
brought  about  by  the  special  demand  in  connection  with  the  manufacture 
of  munitions  of  war,  combined  with  the  domestic  uses  of  the  increased 
population  consequent  thereon.  How  long  the  present  rate  of  consump¬ 
tion  will  continue,  whether  it  will  increase,  or  whether  there  will  be  a 
considerable  reduction  on  the  restoration  of  peace,  it  is  impossible  to 
foretell. 

In  the  meantime  it  is  clear  that  the  provision  of  the  third  line  of 
pipes  on  the  Welsh  Aqueduct  which,  under  pre-War  conditions,  was 
expected  to  be  required  for  use  in  the  summer  of  1918,  must  be  deferred ; 
so  that  with  a  largely  increased  growth  in  demand  the  Committee  are 
faced  with  a  postponement  of  the  increased  supply,  and  they 
cannot  but  regard  the  future  with  anxiety  and  are  bound  to  warn  the 
Council  that  under  certain  very  probable  circumstances  there  will  be  a 
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considerable  shortage  of  supply  in  the  near  future.  The  Committee  are 
taking  special  steps  to  protect  the  Welsh  Aqueduct  as  far  as  possible 
from  the  unfortunate  breakdowns  causing  partial  or  total  interruptions 
of  supply  which  have  frequently  occurred  at  the  times  of  maximum 
demand.  At  the  same  time  the  Committee  are  considering  what  steps 
can  be  taken  for  rendering  the  supply  at  Plant’s  Brook  again  suitable  for 
distribution  for  domestic  purposes. 


ELAN  AQUEDUCT. 

The  contracts  let  to  Mr.  George  Law  for  strengthening  work  on  the 
Aqueduct,  namely,  on  the  Teme  Syphon  £1,291  15s.,  and  on  the  Severn 
Syphon  £1,295  18s.  6d.  already  reported  to  the  Council,  have  beeu  com¬ 
pleted  at  £1,191  Is.  8d.  and  £1,282  5s.  9d.  respectively. 

In  October,  1915,  a  serious  breakdown  occurred  on  the  Deepwood 
Syphon,  near  Ludlow.  At  that  time  the  Committee  had  already 
instructed  the  Engineer  to  submit  a  report  of  all  the  works  he  considered 
should  be  undertaken  forthwith  for  improving  the  working  conditions  on 
the  Aqueduct.  Most  of  the  works  suggested  by  the  Engineer  were  in 
contemplation  for  execution  in  connection  with  the  laying  of  the  third 
pipe,  but,  in  view  of  the  postponement  of  that  work  and  the  urgency  of 
safeguarding  the  supply  as  far  as  possible,  the  Committee  instructed  the 
Engineer  to  make  immediate  preparations  for  carrying  out  the  most 
urgent  of  these  works.  Comprised  among  these  had  been  strengthening 
work  on  the  Deepwood  Syphon.  The  Engineer  at  the  same  time  sug¬ 
gested  that  additional  lengths  of  the  Severn  Syphon  should  be 
strengthened  by  concreting  under  the  pipes,  as  had  been  already  success¬ 
fully  carried  out  on  other  sections. 

In  pursuance  of  this  policy  a  further  contract  was  entered  into  with 
Mr.  George  Law,  of  Kidderminster,  who  had  already  satisfactorily  carried 
out  similar  work.  The  amount  of  this  contract  was  £9,469  4s.  3d.  for 
the  strengthening  of  four  separate  lengths  on  the  Severn  Syphon, 
totalling  1,363  lineal  yards,  and  the  works  thereon  are  now  in  progress. 

Considerable  difficulty  had  been  experienced  in  carrying  out  the 
repairs  on  the  Deepwood  Syphon  consequent  on  the  failure  in  October, 
1915,  such  difficulty  arising  mainly  from  the  shortage  of  labour  and  the 
remoteness  of  the  situation.  Having  collected  a  gang  of  workmen  to 
carry  through  the  repairs,  the  Engineer  advised  the  Committee  to  retain 
their  services  for  the  purpose  of  carrying  out  the  contemplated  strength¬ 
ening  work  on  that  Syphon,  and  further  advised  that  the  work  should 
be  done  by  direct  administration,  on  the  ground  that  the  difficulties 
of  the  situation  were  such  that  no  contractor  would  be  prepared  to  quote 
except  at  such  prices  as  would  secure  him  against  all  contingencies. 
Under  the  circumstances  the  Committee  considered  it  more  expeditious 
and  also  more  economical  to  instruct  the  Engineer  to  retain  the  men  he 
had  secured  and  to  proceed  at  once  with  the  work. 

Meantime  the  Committee  were  advised  by  the  Town  Clerk  that 
these  works  on  the  Aqueduct  were  of  such  a  character  as  to  come 
within  the  prohibition  of  H.M.  Treasury  of  expenditure  without  special 
sanction.  They  accordingly  prepared  an  application  to  the  Treasury, 
which  was  presented  by  the  Town  Clerk  and  was  at  once  sanctioned  on 
the  ground  of  urgency;  the  safeguarding  of  the  Birmingham  water  supply 
being  regarded  as  a  work  of  urgent  national  importance. 
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£  s.  d. 

The  estimated  cost  of  the  work  on  the  Deepwood 

Syphon  is  ...  ...  ...  ...  ...  ...  7,443  0  0 

Estimated  cost  of  cross-over  valves,  etc.,  on  other 
Syphons,  designed  to  minimise  the  results  of 
interruptions  of  supply  ...  ...  ...  ...  6,257  0  0 

Adding  to  the  above  the  amount  of  Mr.  Law’s 

contract  ...  ...  ...  ...  ...  ...  9,469  4  3 

gives  a  total  of  ...  ...  ...  ...  ...  £23,169  4  3 

being  the  amount  of  expenditure  sanctioned  by  H.M.  Treasury. 

On  account  of  the  isolated  situation  of  the  Deepwood  works  and  the 
expense  and  loss  of  time  in  horse  haulage  (not  to  mention  the  difficulty 
of  obtaining  such  under  existing  circumstances),  your  Committee,  on 
the  advice  of  the  Engineer,  considered  it  essential  to  provide  a  motor 
lorry  for  use  iij,  connection  with  the  work  and  for  the  service  of  the 
Aqueduct  generally.  They  accordingly  arranged  for  the  purchase  of  a 
32-h.p.  3-ton  “  Albion  ”  motor  lorry  at  the  price  of  £801  5s.,  subject 
to  release  by  the  War  Office,  and  this,  under  the  circumstances,  was 
readily  granted.  The  motor  lorry  has  new  been  at  work  two  months,  and 
has  fully  justified  the  outlay  in  the  saving  of  time  and  working  cost. 

A  second-hand  winding  engine  and  boiler,  to  be  used  for  hauling 
material  up  the  very  steep  slopes  of  the  Deepwood  Syphon,  have  been 
purchased  for  the  sum  of  £170. 

highter’s  heath  reservoir. 

On  October  20th,  1914,  your  Committee  reported  the  letting  of  a 
contract  for  the  construction  of  this  reservoir  to  Mr.  Whittaker  Ellis, 
at  the  sum  of  £16,652  11s.  6d.,  the  work  being  needed  to  meet  the  grow¬ 
ing  requirements  of  the  South-eastern  portion  of  the  Middle  Zone  of 
Supply.  The  work  had  been  sanctioned  by  the  Council  on  14th  July, 

1914,  by  Minute  No.  22,778,  and,  notwithstanding  the  outbreak  of  war, 
the  Committee  judged  it  wise  to  proceed  with  it.  They  were  confirmed 
in  this  view  by  the  advice  as  then  given  by  the  Government  to  public 
bodies  to  proceed  with  works  which  they  had  in  contemplation,  as  there 
was  at  that  time  the  fear  of  scarcity  of  employment  throughout  the 
country. 

The  contractor  very  soon  encountered  great  difficulty  in  providing 
labour  and  obtaining  material  for  carrying  out  the  work,  and  in  May, 

1915,  he  represented  to  the  Committee  that  it  would  be  impossible  to 
complete  it  within  the  period  allowed  by  the  contract,  namely  by  4th 
September  in  that  year.  The  Committee  recognised  the  difficulties  of 
the  contractor  and  granted  him  an  extension  of  time.  The  shortage  of 
labour,  however,  increased,  and  in  November,  1915,  the  Contractor  asked 
to  be  permitted  to  close  down  the  work,  and  the  Engineer  thereon 
informed  the  Committee  that  under  the  existing  circumstances  he  did 
not  consider  that  it  was  to  the  interest  of  the  Corporation  that  the  work 
should  proceed. 

In  the  meantime  the  Local  Government  Board  had  issued  a  circular 
enjoining  economy  in  expenditure  on  new  works  and  stating  that  “  the 
Treasury  are  anxious  that  the  attention  of  Local  Authorities  should  be 
particularly  drawn  to  the  fact  that  economies  and  restrictions  on  borrow¬ 
ing  are  possible  not  only  as  regards  new  works  but  also  as  regards 
works  in  progress.  As  regards  these  latter  it  will  frequently  be  found 
possible  by  arrangement  with  contractors  or  otherwise  to  postpone  works 
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or  parts  of  them  or  to  enlarge  the  period  allowed  under  contract  for  their 
completion. 

Your  Committee,  while  accepting  the  view  that  it  was  best  to 
close  down  the  work,  felt  that  it  would  be  on  all  grounds  preferable  to 
wind  up  the  contract  so  far  as  it  was  completed,  and  to  pay  the  con¬ 
tractor  at  his  purchase  prices  for  the  materials  on  the  ground,  in  order 
to  secure  an  entirely  free  hand  when  the  time  came  that  construc¬ 
tion  could  be  resumed.  The  contractor  was  then  instructed  to  bring 
the  works  to  a  point  at  which,  in  the  opinion  of  the  Engineer,  they  could 
be  left  without  material  risk  of  damage.  This  was  done,  and  on  15th 
April,  1916,  the  contract  was  closed  by  an  agreement  and  the  payment 
for  work  done,  and  for  materials  supplied. 

Your  Committee  have  purchased  from  Mrs.  Gill’s  trustees  two 
cottages  adjoining  the  Highter’s  Heath  site  for  the  Reservoir  Keeper  at 
a  cost  of  £150. 

The  system  of  carrier  mains  for  the  purpose  of  improving  the  supply 
in  the  South-eastern  District  of  the  Middle  Level  Zone  reported  to  the 
Council  on  July  29th,  1913,  as  having  been  undertaken  at  an  estimated 
cost  of  £36,595,  also  the  30in.  main  to  connect  the  Highter’s  Heath 
Reservoir  with  the  district,  the  undertaking  of  which  was  reported  to  the 
Council  on  July  14th,  1914,  at  an  estimated  cost  of  £10,912,  have  been 
completed  at  a  cost  of  £43,592,  against  the  combined  estimate  of 
£47,507. 

The  temporary  abandonment  of  the  construction  of  the  Highter’s 
Heath  Reservoir  will  prevent  the  full  utilisation  of  the  above  system 
of  distribution  mains,  and  it  is  to  be  anticipated  that  in  times  of 
maximum  demand  there  will  be  some  shortage  in  the  districts  supplied 
therefrom  until  circumstances  permit  of  the  completion  of  the  reservoir. 


RAINFALL. 

The  rainfall  at  Whitacre,  Erdington,  and  in  the  Elan  Valley  during 
the  past  ten  years  has  been  as  under :  — 


Year. 

Whitacre. 

Erdington. 

Average  of  Gauges 
in  Elan  Valley. 

Inches. 

Inches. 

Inches. 

1906 

25-35 

24-54 

67-59 

1907 

28-91 

27-80 

61-36 

1908 

25-37 

28-27 

5932 

1909 

2821 

27-77 

62-57 

1910 

30-67 

30-10 

77-67 

1911 

19-36 

19-06 

60-81 

1912 

33-37 

32-84 

7353 

1913 

25-70 

24-84 

70-58 

1914 

25-46 

25-97 

74-29 

1915 

28-55 

27-14 

67*33 

Average  for  the  ) 
ten  years  { 

27-09 

■x 

26-83 

67-45 

_ 
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MR.  0.  T.  CLARK,  CHIEF  INSPECTOR  OF  PLUMBING. 

Mr.  Clark,  who  entered  the  service  of  the  Corporation  in  December, 
1880,  as  Chief  Inspector  of  Plumbing,  will  attain  the  age  of  65  years  in 
September  of  this  year,  and  will  then  be  entitled  to  retire  under  the 
Superannuation  Scheme. 

The  position  of  Inspector  of  Water  Tittings  is  an  important  one. 
The  field  of  selection  for  a  suitable  successor  to  Mr.  Clark  being  neces¬ 
sarily  limited  by  the  existing  war  conditions,  your  Committee  inquired 
whether  he  would  be  prepared  to  extend  his  service  beyond  the  age  of  65. 
Mr.  Clark  has  intimated  his  willingness  to  serve  for  two  years  more,  on 
condition  that  the  term  be  added  to  his  period  of  service  for  superannua¬ 
tion  allowance,  and  that,  with  this  exception,  his  status  under  the 
Superannuation  Scheme  shall  not  be  affected.  Your  Committee  recom¬ 
mend  that  Mr.  Clark’s  term  of  service  be  extended  accordingly,  for  a 
term  of  two  years  after  he  has  attained  the  age  of  65,  within  which  term 
it  is  hoped  the  conditions  may  be  favourable  for  securing  a  suitable 
successor. 
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APPENDIX. 


The  Welsh  Water  Scheme  was  undertaken  under  powers  conferred 
upon  the  Corporation  by  the  Birmingham  Corporation  Water  Act,  1892. 
In  connection  with  the  promotion  of  the  Act  a  financial  forecast  was  put 
forward  under  which  a  revision  of  water  rates  was  effected,  involving  a 
re-imposition  of  charges  remitted  in  earlier  years.  The  anticipation  was 
that  the  le-imposed  charges  would  so  increase  the  revenue  of  the  Under¬ 
taking  that  the  Welsh  Scheme  on  the  Engineer’s  estimate  of  the  cost 
could  be  financed  without  involving  any  charge  on  the  rates. 

The  period  provided  in  the  Act  for  the  repayment  of  loans  was  60 
years  from  the  date  of  borrowings ;  the  period  for  the  construction  of  the 
wTorks  was  10  years  from  27th  June,  1892;  and  the  Corporation  were 
under  the  Act  allowed  to  defer  payments  into  the  Sinking  Fund  until 
the  expiration  of  10  years  from  the  31st  March,  1893. 

The  estimated  cost  of  the  first  instalment  of  the  Scheme  as  then 
undertaken  was  £3,542,083,  and  the  financial  forecast  was  framed  on 
that  basis. 

During  the  progress  of  the  works  it  became  apparent  that  the  esti¬ 
mated  expenditure  would  be  largely  exceeded,  owung  to  unexpected 
geological  features  in  the  sites  of  the  reservoir  dams,  and  also  to  con¬ 
siderable  increases  in  the  rates  of  wages  and  prices  of  materials  between 
the  making  of  the  estimates  and  the  construction  of  the  works.  It  wTas 
further  found  necessary  to  undertake  certain  works  which  were  not 
included  in  the  original  estimate  for  the  first  instalment.  In  a  special 
report  by  the  Engineer,  which  the  Water  Committee  submitted  to  the 
Council  in  March,  1902,  it  was  anticipated  that  the  estimates  would  be 
exceeded  by  £2,342,835,  bringing  the  total  for  the  first  instalment  up  to 
£5,884,918.  The  corrected  estimate  was  not  in  fact  exceeded,  and  the 
Committee  reported  to  the  Council  in  May,  1910,  that  the  first  instal¬ 
ment  of  the  work  had  been  completed  at  £5,812,574.  The  actual  excess 
over  the  original  estimate  was  thus  £2,270,491,  which  at  3|  per  cent, 
gives  a  total  additional  charge  for  interest  only  of  £79,500. 

In  October,  1901,  the  Committee  reported  to  the  Council  that  it 
would  be  impossible  to  complete  the  works  by  27th  June,  1902,  and  that 
it  was  therefore  necessary  to  apply  to  Parliament  for  an  extension  of 
time.  Application  was  accordingly  made  for  an  extension  of  five  years 
and  for  a  corresponding  postponement  of  the  Sinking  Fund  in  respect  of 
the  capital  raised  under  the  1892  Act.  There  was  also  included  in  the 
application  a  request  for  permission  to  capitalise  interest  to  the  extent  of 
£60,000  in  any  year,  to  a  total  not  exceeding  £300,000,  these  amounts 
representing  the  interest  for  five  years  at  3  per  cent,  on  the  £2,000,000 
excess  expenditure  for  the  five  years’  extension  of  time. 

All  of  these  powers  were  obtained  under  the  Act  of  1902.  It  should 
be  remarked,  however,  that  the  postponement  of  the  payments  into  the 
Sinking  Fund  did  not  extend  the  period  of  the  loans,  which  were  all 


10 


required  to  be  repaid  within  60  years  of  the  respective  dates  of  borrowing, 
and  the  power  to  pay  interest  out  of  moneys  borrowed  did  not  extend  the 
powers  of  borrowing  under  the  Act  of  1892.  The  extent  to  which  the 
power  to  capitalise  interest  has  been  exercised  is  shown  in  a  table  given 
below. 

The  works  were  opened  by  His  Majesty  King  Edward  VII.  in  July, 
1904.  About  two  months  later  a  partial  supply  of  water  was  afforded, 
and  the  whole  of  the  district  was  supplied  with  Welsh  water  in  Sep¬ 
tember,  1905. 

Owing  to  the  payments  for  interest  on  the  largely  augmented  capital 
it  soon  became  apparent  that  the  anticipation  that  the  Scheme  could  be 
carried  through  without  charge  on  the  rates  would  not  be  realised,  and  a 
subsidy  of  £45,000  wras  first  paid  from  the  rates  for  three  years  com¬ 
mencing  in  1903-4,  the  amount  increasing  to  £65,000  in  the  year  1906-7. 
It  was  further  seen  that  the  incidence  of  the  Sinking  Fund  Charges, 
which  under  the  Act  of  1902  would  have  come  into  operation  at  the  same 
time  as  regards  the  whole  of  the  borrowings,  would  entail  a  very  heavy 
annual  charge,  and  it  was  decided  in  1906  to  ask  Parliament  to  consent  to 
a  postponement  of  the  Sinking  Fund  for  a  period  of  16  years  from  the 
date  of  the  borrowing  of  each  loan  in  respect  of  moneys  borrowed  and 
outstanding  on  the  31st  March,  1906. 

In  connection  with  this  application,  resulting  in  the  Act  of  1907,  a 
financial  forecast  was  prepared  on  the  proposed  new  basis,  and  a  state¬ 
ment  was  submitted  to  Parliament  showing  the  financial  position  of 
the  Department,  comprising  a  review  of  the  position  in  relation  to  the 
anticipations  in  the  forecast  of  1892. 

This  forecast  table  of  1907  has  been  frequently  referred  to  and  was 
the  subject  of  detailed  criticism  by  Mr.  W.  B.  Keen,  the  Accountant 
retained  for  the  opponents  to  the  scheme  of  City  extension,  and  it  may 
be  interesting  to  the  Council  to  show  together  the  forecast  in  the  1907 
table,  the  forecast  in  Mr.  Keen’s  table,  and  the  actual  results,  which  is 
done  in  the  table  now  submitted  :  — 
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Year. 

Water 

Rental. 

Other 

Income. 

Total 

Income. 

Working 

Expenses, 

including 

Rates. 

Total 

Expendi¬ 

ture 

including 

Loan 

Charges. 

Estimated 
Total  Loss 
for  the 
Year. 

1906 

o 

* 

278,043 

278,043 

£ 

3,583 

3,583 

£ 

281,626 

281,626 

£ 

91,681 

91,681 

£ 

362,046 

362,046 

£ 

80,420 

80,420 

1907 

285,689 

285, 127 

3,500 

4,530 

289,189 

289,657 

97,240 

97,889 

373,878 

374,273 

84,689 

84,616 

1908 

293,545 

287,675 

3,500 

3,593 

297,045 

291,268 

95,000 

92,966 

375,389 

373,2io 

78,344 

81,942 

1909 

301,617 

293>578 

3,500 

3,888 

305,117 

297,466 

{297,466) 

96,000 

96,412 

378,781 

378,124 

73,664 

80,658 

1910 

309,911 

298,815 

3,500 

4,738 

313,411 

303,553 

303,415 

97,000 

98,782 

98,913 

385,165 

384,612 

383,782 

71,754 

81,059 

80,367 

1911 

318,433 

3^5,553 

3,500 

4,946 

321,933 

310,499 

309,484 

98,000 

96,827 

100,892 

389,064 

385,582 

388,781 

67,131 

75,083 

7 9,297 

1912 

326,394 

3i6>29° 

3,500 

5,057 

329,894 

321,347 

315,673 

99,000 

101,637 

102,909 

393,954 

394,445 

394,940 

64,060 

73,098 

79,267 

1918 

334,554 

322,696 

3,500 

4,639 

338,054 

327,335 

321,987 

100,000 

109,469 

104,968 

396,996 

403,244 

399,40  L 

58,942 

75,909 

77,414 

1914 

342,918 

330,274 

3,500 

4,421 

346,418 

334,695 

328,427 

101,000 

112,962 

107,067 

404,499 

415,162 

408,398 

58,081 

80,467 

79,971 

WAR 

PERIOD 

1915 

351,491 

335,876 

3,500 

3-9^9 

354,991 

339,845 

334,995 

102,000 
122,743  (ft) 
109,208 

407,918 

428,327 

413,479 

52,927 

88,482 

78, 484 

(a)  includes  War  Expenses, 
£11,599. 

1916 

360,278 

401,117(5) 

3,500 

3,852 

363,778 

404,969 

341,695 

103,000 
139, 604(c) 

111,393 

420,544 

467,210 

427,723 

56,766 

62,241 

86,028 

( b )  includes  Increase  £52,864 
due  to  Revision. 

(c)  includes  Additional 
working  at  Old  Sources 
£6,700,  and  £18,864  War 
Expenses. 

Birmingham  Estimate  (printed  light).  Birmingham  Actual  (printed  heavy). 
Mr.  Keen’s  Estimate  (printed  in  italics). 
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INCOME. 

In  the  forecast  of  1907  the  Committee  estimated  that  the  normal 
growth  of  the  Water  Rental  would  be  at  the  rate  of  2f  per  cent,  from 
March,  1907,  to  March,  1911,  for  the  following  ten  years  at  2|  per  cent., 
and  afterwards  at  2-J  per  cent.  The  Committee  were  amply  justified  in 
adopting  this  basis  by  the  experience  of  the  working  of  the  Undertaking 
prior  to  1907.  The  average  increase  for  the  five  years  up  to  the  31st 
March,  1906,  had  been  2-87  per  cent.,  and  the  increase  in  the  last  year  3-54 
per  cent.  The  Committee  had  accordingly  good  grounds  for  expecting 
that  the  normal  rate  of  progress  would  be  maintained. 


Various  causes,  however,  including  new  legislation,  seriously  affect¬ 
ing  the  property  market  and  influencing  the  erection  of  new  houses 
occurred  within  the  first  few  years  after  the  compilation  of  the 
Committee’s  table,  and  the  Water  Revenue  consequently  suffered 
seriously  in  those  years.  The  following  figures  show  the  increase  in  the 
number  of  houses  in  supply  over  five-year  periods:  — 


Period  ended 
31st  March. 

1899 

1904 

1909 

1914 


Increase. 

18,200 

20,800 

15,300 

7,300 


Moreover,  as  regards  trade  supplies,  the  three  years  to  March, 
1908,  1909,  and  1910,  showed  decreases  compared  with  the  respective 
previous  years.  : 

Mr.  Keen  assumed  a  uniform  rate  of  2  per  cent,  increase,  and  in 
arriving  at  this  rate  he  had  the  advantage  of  the  knowledge  of  the 
unfavourable  experience  in  the  three  years  which  immediately  followed 
the  preparation  of  the  Committee’s  forecast. 

For  the  eight  years  from  the  preparation  of  the  forecast  to  31st 
March,  1914,  the  forecasted  rate  of  increase  averaged  slightly  over  24 
per  cent,  compound,  while  the  actual  increase  was  slightly  under  2J  per 
cent,  compound. 


WORKING  EXPENSES. 

The  method  adopted  by  Mr.  Keen  in  estimating  the  working 
expenses  was  different  from  that  employed  by  the  Committee. 

For  the  first  five  years  the  Committee’s  forecast  was  realised  with 
remarkable  closeness,  the  total  of  the  forecast  for  that  period  being 
£483,240,  and  the  actual  £482,876. 

In  the  year  1912  the  actual  expenses  began  to  exceed  the  forecast, 
and  for  the  three  years  before  the  War  the  forecast  totals  £300,000, 
while  the  actual  expenses  amount  to  £324,068.  The  growth  of  the 
working  expenses  since  1912  was  beyond  the  control  of  the  Water 
Committee,  for  in  1906,  when  the  original  forecast  was  prepared  it 
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was  never  anticipated  that  there  would  be  a  rise  of  2s.  per  week  in 
the  minimum  wage  with  a  subsequent  further  rise,  or  that  the 
standard  rate  for  union  labour  would  be  increased.  Moreover,  the 
cost  of  all  materials  greatly  increased,  and  strikes  in  the  coal  trade  and 
on  the  railways  caused  large  additional  expenditure ;  while  the  growth 
in  the  rate  of  consumption  per  head  of  population,  which  exceeded  the 
rate  of  growth  in  the  water  rental,  inevitably  entailed  additional  expense. 
On  the  latter  point  it  will  be  seen  on  reference  to  Table  “  L  ”  in  the 
Report,  that  the  average  gross  consumption  of  water  per  head  per  day, 
which  in  the  year  ended  March  31st,  1909,  was  23*85  gallons,  steadily 
increased  to  27*32  gallons  in  the  year  to  March  31st,  1914.  This  growth 
in  consumption  out  of  relation  to  revenue  has  especially  affected  working 
expenses  in  the  later  years,  as  after  the  utilisation  of  the  Aqueduct  to 
its  full  capacity,  any  additional  water  distributed  must  be  obtained  by 
pumping  from  local  sources. 

CAPITALISATION  OF  INTEREST. 


The  following  table  shows  the  application  of  the  powers  for 
capitalisation  of  interest  granted  under  the  Act  of  1902.  It  will  be 
noted  that  to  1914  the  amount  capitalised  agrees  exactly  with  the 
forecast,  but  that  no  amount  has  been  capitalised  since  that  date  :  — 


Year  to 
31st  March. 

Prior  to 

1907 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 


Forecast. 

£ 

116,064 

19,689 

18,344 

13,664 

11,754 

7,131 

4,060 

942 

81 


Actual. 

£ 

116,064 

19,616 

16,942 

15,658 

11,236 

7,131 

4,060 

942 

80 


£191,729  ...  191,729 

1915  .  927  ...  — 

1916  .  1,766  ...  — 


LOAN  CHARGES. 

The  forecast  of  the  total  expenditure,  including  loan  charges,  has 
proved  very  reliable.  Up  to  1915  the  figures  were  slightly  under  the 
forecasted  amounts,  but  in  the  year  ended  31st  March,  1916,  there  is  an 
excess  of  £10,000  entirely  due  to  War  rates  of  interest. 

The  following  statement  shows  the  Loans  in  respect  of  which  provi¬ 
sion  for  redemption  has  been  suspended  under  the  Birmingham 
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Corporation  Water  Act,  1907,  and  the  dates  when  the  instalments  for 
redemption  will  come  into  charge  :  — 


Year 

of 

Borrowing. 

Amount 

of 

Loan. 

£ 

Amount  of 
Suspended 
Instalment. 

£ 

Year 

coming  into 
Charge. 

1899-1900 

602,000 

6,760 

1916-1917 

1900-1901 

1,087,500 

12,730 

1917-1918 

1901-1902 

1,112,500 

12,520 

1918-1919 

1902-1903 

662,500 

7,639 

1919-1920 

1903-1904 

100,000 

1,123 

1920-1921 

1904-1905 

250,000 

2,807 

1921-1922 

1905-1906 

200,000 

2,246 

1922-1923 

£45,825 

ANNUAL  DEFICIENCIES. 

The  last  column  in  the  first  table  submitted,  deals  with  the  total 
loss  for  the  year,  or  in  other  words,  the  annual  subsidy  required  to  be 
provided  from  the  rates  or  by  the  exercise  of  the  powers  of  capitalisa¬ 
tion.  Circumstances  already  alluded  to  have  occurred  which  have 
prevented  a  real  comparison  between  any  estimate  and  the  actual 

results.  Moreover,  it  was  not  contemplated  that  the  charges  for  water 
would  be  increased,  but  the  domestic  scale  has  been  revised,  and  the 
figures  for  the  year  to  March,  1916,  are  affected  thereby. 

As  regards  the  future,  it  is  clear  that  in  view  of  War  conditions  the 
provision  of  the  Third  Main  must  be  postponed.  With  an  increasing 
consumption,  this  postponement  entails  the  cost  of  additional  pumping 
from  the  old  sources.  Meanwhile  it  is  imperative  to  use  every  means 
to  secure  the  Welsh  Supply  from  interruption,  and  works  to  this  end 
have  already  been  undertaken,  entailing  a  capital  expenditure  of  over 
£20,000,  as  mentioned  in  the  earlier  part  of  this  Report.  These  works, 
however,  are  merely  by  way  of  anticipation,  as  all  that  is  now  being 
done  would  have  been  undertaken  in  connection  with  the  laying  of  the 
Third  Main. 

On  the  above  grounds  and  in  view  of  the  very  heavy  War  expendi¬ 
ture  at  present  incurred  for  the  protection  of  Works  and  in  other  ways, 
including  increased  rates  of  interest,  it  seems  to  your  Committee 
impossible  to  make  a  forecast  of  the  financial  position  of  the  Under¬ 
taking  which  will  be  of  any  practical  value. 

In  conclusion,  your  Committee  can  only  repeat  the  warning  they 
have  already  given  in  their  Report,  that  in  consequence  of  the  growing 
consumption,  the  postponement  of  the  provision  of  the  third  line  of 
pipes  will  entail  grave  risk  of  curtailment  of  supply  within  the  next  few 
years. 
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B  —  CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

Fok  the  Year  ended 


Expenditure  to 

31st  March,  1915. 

Expenditure 
during  the 
year. 

Total  to 

31st  March,  1916. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  To  Expenditure  to  31st  March, 
1915  ...  •  •  •  •  •  •  •  •  • 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

£2,097,859  18  8 

q  —CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1915 

5,835,169  2  3 

2  „  Expenditure  since  that  date 

6,703  9  2 

Total  carried  to  Balance  Sheet 

•  •  • 

5,841,872  11  5 

3  „  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Binning- 

ham  Corporation  Water  Act, 

1902,  to  31st  March,  1915 

191,729  5  9 

Total  carried  to  Balance  Sheet 

... 

•  •  • 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1915 

288,406  0  9 

5  ,,  Expenditure  since  that  date 

•  •  • 

9,661  14  7 

Total  carried  to  Balance  Sheet 

9 

•  •  • 

•  •  • 

298,067  15  4 

6,331,669  12  6 

17 


(CORPORATION)  WATER  ACTS,  1875  AND  1879.  (Hr. 

31st  March,  1916. 


Capital  at 

31st  March,  1915. 

Additions  + 
or  Reductions  — 
during  the 
year. 

Capital  at 

31st  March,  1916. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities  ... 

1,124,753  4  7 

-38,087  5  10 

1,086,665  18  9 

2  ,,  Birmingham  Corporation 

3^  %  Stock 

411,804  7  8 

-  2,090  8  6 

409,713  19  2 

3  ,,  Birmingham  Corporation 

3  %  Stock 

196,913  5  0 

-  2,654  10  6 

194,258  14  6 

4  ,,  Birmingham  Corporation 

2^  %  Stock 

17,631  10  1 

-  2,558  9  2 

15,073  0  11 

Total  Amount  Outstanding 

•  •  • 

... 

1,705,711  13  4 

5  ,,  Annuities  purchased  and] 

Stock  cancelled  from  l 

346,757  11  4 

+  45,390  14  0 

392,148  5  4 

Sinking  Fund  ...  ...) 

Total  carried  to  Balance  Sheet 

•  • « 

62,097,859  18  8 

CORPORATION)  WATER  ACTS,  1892,  1902  AND  1907.  Hr. 

31st  March,  1916. 


1  By 

Birmingham  Corporation 

3 \  %  Stock 

61,221 

7 

6 

-  843  6 

1 

60,378 

1 

5 

2 

99 

Birmingham  Corporation 

3  %  Stock  ... 

1,317,529 

1 

1 

-5,184  17 

10 

1,312,344 

3 

3 

3 

9 ) 

Birmingham  Corporation 
2£  %  Stock 

1,230,294 

4 

3 

-16,103  7 

5 

1,214,190 

16 

10 

-  5,437  19 

1) 

4 

9  9 

Mortgages  and  Loans 

3,405,118 

0 

0 

+  8,211  7 

9} 

3,407,891 

8 

8 

5 

9  9 

Birmingham  Corporation 

Bills 

226,090 

15 

0 

-  8,211  7 

9 

217,879 

7 

3 

Total  Amount  Outstanding 

•  •  • 

6,212,683 

17 

5 

6 

9  9 

Stock  cancelled  or  trans- 

ferred  and  Loans  repaid 
from  Sinking  Fund 

87,246 

12 

2 

+  27,569  10 

5 

114,816 

2 

7 

Total  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

6,327,500 

0 

0 

7 

> » 

Balance  of  Capital  Account 

•  •  • 

•  •  • 

4,169 

12 

6 

£6,331.669  12 

6 
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D  — REVENUE 
For  the  l7  ear  ended 


Year  to 

31st  March,  1916. 

1915. 

£ 

Maintenance  of  Works,  and 
Distribution  of  Water. 

£ 

s. 

d. 

£  s. 

d.  - 

Old  Supply. 

3,753 

1 

To  Pumping,  including 
Salaries,  Wages,  Coal,  and 
Stores  at  Pumping  Stations 

7,897 

3 

1 

191 

2 

,,  Filtration... 

183 

4 

10 

2,260 

3 

,,  Maintenance  of  Engines 
and  Boilers 

4,438 

15 

9 

1,123 

4 

,,  Maintenance  of  Reservoirs, 
Pumping  Stations,  &c. 

1,508 

5 

7 

14,027  9 

7,327 

Elan  Supply. 

3 

3,069 

5 

,,  Filtration  and  Hardening 
(Elan  Valley)  ... 

3,450 

3 

10 

1,486 

6 

,,  General  Maintenance  and 
Supervision  of  Elan 
Valley  Works  ... 

1,147 

18 

11 

27 

7 

,,  Administration  of  Elan 
Village  ... 

35 

4 

3 

6,812 

8 

,,  Maintenance  and  Super¬ 
vision  of  Aqueduct 

6,484 

5 

5 

4,374 

9 

,,  Pumping  at  Frankley  and 
Monument  Road 

5,578 

9 

5 

703 

10 

,,  Maintenance  of  Engines 
and  Boilers  at  Frankley 
and  Monument  Road  ... 

663 

15 

3 

- 

1,628 

11 

,,  Filtration  (Frankley) 

1,230 

12 

5 

824 

12 

,,  Maintenance  of  Filters 
(Frankley) 

92 

4 

4 

778 

13 

,,  Maintenance  of  Works 
(Frankley) 

607 

0 

11 

753 

20,454 

14 

,,  General  Working  Expenses 
and  Wages  (Frankley) 

729 

1 

3 

20,018  16 

0 

£27,781 

Carried  forward 

•  • 

£34,046  5 

3 

19 


ACCOUNT.  <&r. 

31st  March,  1916. 


Year  to 

- 

31st  March,  1916. 

1915. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  393,945  3  5 

328,256 

2  ,,  Ditto  ditto  ditto 

Supply  in  bulk  (Coventry)  7,171  10  0 

7,620 

401,116  13  5 

3  ,,  Profit  on  Testing  Water  Fittings  and 

Laying  and  Maintenance  of  Services... 

— 

518 

4  ,,  Net  Rents  of  Lands,  &c.  (Old  Works  and 

Elan  Aqueduct)  ... 

1,736  0  9 

1,481 

5  ,,  Net  Rents  of  Lands,  &c.  (Elan  Watershed) 

1,155  10  5 

1,277 

6  ,,  Net  Receipts  on  Fishing  ... 

— 

3 

7  ,,  Transfer  Fees 

12  5  0 

13 

8  ,,  Superannuation  Scheme,  1909 

Members’  Contributions 

673  11  6 

677 

9  ,,  Profit  on  Farming 

274  16  9 

Carried  forward 

£404,968  17  10 

£339,845 

20 


D. — REVENUE 
For  the  Year  ended 


Dr. 


1915. 

Year  to 

31st  March,  1916. 

£ 

£ 

s. 

d. 

£ 

L 

d. 

27,781 

Brought  forward  ... 

34,046 

5 

3 

Maintenance  of  Works,  and 

l 

Distribution  of  Water  — 

continued. 

General. 

15 

To  Maintenance  and  Renewal 

- 

4,290 

of  Mains  and  Meters 

4,989 

13 

11 

1,827 

16 

,,  Salaries  ... 

1,851 

2 

8 

1,493 

17 

,,  Waste  Inspection 

1,193 

19 

0 

Superannuation  Scheme, 
1909:— 

751 

18 

,,  Superannuation 

Allowances  ...  696  3  10 

/ 

340 

19 

,,  Pensions  to  Offi- 

cers  &  Servants  309  1  2 

* 

CO 

00 

■X-H 

20 

,,  Optional  Allow¬ 
ances  . 177  11  0 

1,182 

16 

0 

48 

21 

,,  Workmen’s  Compensation 

51 

8 

5 

40,564 

22 

,,  Rates  and  Taxes  ... 

40,970 

6 

4 

23 

,,  Rents,  Tithes,  Easements. 

178 

and  Wayleaves  ... 

185 

1 

0 

24 

,,  Chemical  and  Bacterio- 

logical  Examination  of 

357 

Water  ... 

380 

6 

1 

4,915 

25 

,,  General  Wages  ... 

5,231 

8 

10 

26 

,,  National  Insurance  Act, 

272 

Part  I.  (Health) 

239 

7 

1 

27 

,,  National  Insurance  Act, 

20 

Part  II.  (Unemployment) 

20 

13 

9 

56,296 

3 

1 

EC  OQQ 

OO,  Zoo 

£83,019 

Carried  forward 

• 

£90,342 

8 

4 

21 


ACCOUNT — continued. 
31st  March,  1916. 


Brought  forward  ... 


£r. 


Year  to 

31st  March,  1916. 


1915. 


£  s.  d. 
404,968  17  10 


£ 

339,845 


Carried  forward 


£404,968  17  10 


£339,845 


D  —  REVENUE 

Foe  the  Year  ended 


1915. 


83,019 


14,231 

617 


65 


987 


135 


4,311 


201 


25,083 


897 


2,000 

146 


1,156 

10,443 


122,744 


217,101 


£339,845 


Brought  forward 
Management. 
28  To  Office  Salaries 


£  s.  d. 


29 

30 


1897 


31 


32 


Meter  state -taking 
Pensions  prior  to 
Scheme  ... 

Superannuation  Scheme 
1909  : — 

Superannuation 

Allowances  . . .  1,032  4 
Contributions 
returned  on 
decease  or 
retirement  of 
Members  ...  175  10 


•  i 


0 


3,047 

1,201 

288 


33 


Incidental 


31 


35 

36 

37 


Office  and 
Expenses 

Bank  Commission  and 
Share  of  Loans  Lund 
Management  Expenses... 
Abatements 
Bad  Debts 


Law  and  Professional 


Charges 


38 


39 

40 


41 


42 


1) 


Loss  on  Testing  Water  Fit¬ 
tings  and  Laying  and 
Maintenance  of  Services 
Revision  of  Water  Rental 
Offices  at  Council  House, 
Payment  to  Gas  Depart¬ 
ment 

Loss  on  Hydraulic  Power 
Supplies  ... 

Special  Expenses  re  War  : 
Allowances  to  Em¬ 
ployees  O.H.M.S. 
Protection  of  Works 


14,536  16  3 
660  14  0 


43  ,,  Balance  carried  to  Profit 

and  Loss  Account  (E)  ... 


65  0  0 


1,207  14  7 
4,426  4  10 


3,041  10  6 

1,516  5  4 

220  4  5 


100  10  9 


2,965  17  1 
15,898  0  11 


Year  to 

31st  March,  1916. 


£  s.  d. 
90,342  8  4 


25,775  0  8 


112  7  3 

1,963  11  8 


2,000  0  0 

546  16  C 


18,863  18  0 


139,604  2  5 

265,364  15  5 


£404,968  17  10 
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ACCOUNT — continued. 
31st  March,  1916. 


Brought  forward 


Year  to 

31st  March,  1916. 


£  s.  d. 

404,968  17  10 


£404,968  17  10 


1915. 

£ 

339,845 


£339,845 


24 


Dr  E— PROFIT  ANI 

For  the  Year  ende] 


1915. 

£ 

15,387 


1  To  Balance  brought  from  last  Account 


Year  to 

31st  March,  1916. 


£  S.  d. 

23,481  15  2 


45,110 


2  ,,  Annuities 


...  43,929  1  7 


3  ,,  Interest  under  Acts  1875  and  1879. 


21,845 

On  Birmingham  Cor- 

poration  Stock  (in- 

eluding  share  of  costs 

of  issue) 

21,634  16  5 

— 

On  Advances  from  Gas 

Department  Sinking 

Fund  ... 

1,351  14  8 

* 

22,986  11  1 

4  ,,  Interest  under  Act  1892. 

117,414 

On  Mortgages  and  Loans 

120,253  0  2 

76,724 

On  Birmingham  Corpo- 

ration  Stock  (including 

share  of  costs  of  issue) 

77,368  0  7 

3,066 

Discount  on  issue  of  Bir- 

mingham  Corporation 

Bills  ... 

10,043  17  7 

197,204 

— 

207,664  18  4 

5  ,,  Redemption  of  Debt. 

13,058 

Sinking  Fund  for  Extinc- 

tion  of  Annuities 

•  •  • 

13,417  3  8 

Corporation  Loans  Fund 

for  Redemption  of 

Stock,  viz.  :  — 

2,828 

3^  %  Stock  ... 

2,933  14  7 

7,599 

3  %  Stock  ... 

7,839  8  4 

8,712 

2|  %  Stock  ... 

18,661  16  7 

19,139 

29,434  19  6 

Sinking  Fund  for  Re- 

5,101 

demption  of  Mortgages 

5,437  19  1 

Q/1  9  AH 

34,872  18  7 

5,228 

6  ,,  Bank  Interest 

•  •  • 

5,863  3  4 

£322,072 

£ 

352,215  11  9 

£322,072 


25 


LOSS  ACCOUNT. 


£r. 


31st  March,  1916. 


1  By  Supplementary  Contribution  from  Borough 
Fund  and  Rate  Account... 


2  ,,  Balance  of  Revenue  Account  (D) 


3  ,,  Hydraulic  Power  Account  in  respect  of 

Capital  Charges  relative  to  the  Hydraulic 
Installation,  viz.  : — 


Interest  under  Acts 
1875  and  1879  ... 

Interest  under  Act 
1892  . 

Sinking  Fund  under 
Acts  187-5  and  1879 

Sinking  Fund  under 
Act  1892  . 


124  7  5 


295  6  4 


640  18  4 


67  5  4 


Year  to 

31st  March,  1916. 


£  S.  d. 


265,364  15  5 


1,127  17  5 


4  ,,  Contribution  from  Borough  Fund  and  Rate 
Account  ...  ...  ...  < . .  ... 


1915. 

£ 


15,387 


217,101 


143 


294 


622 


43 


45,000  0  0  65,000 


5  ,,  Balance  to  be  carried  to  next  Account  ...  40,722  18  11  23,482 


£  352,215  11  9  £322,072 


26 


f  —HYDRAULIC  POWER 
For  the  Year  ended 


1915. 

Year  to 

31st  March,  1916. 

£  s.  d.  j 

ft 

CO 

<1 

1  To  Ground  Rent  ... 

96  15  0 

337 

2  ,,  Rates  on  Buildings 

337  10  0 

410 

3  ,,  Salaries  and  Wages  at  Station 

512  19  8  ! 

) 

179 

4  ,,  Gas  ... 

231  2  10  : 

87 

5  ,,  Stores,  &c. 

135  18  10 

255 

1,365 

6  Water  (9,579,000  Gallons  at  6d.  per  1,000 

V  Gallons) 

239  9  6 

1,553  15  10 

956 

2,321 

7  ,,  Balance  carried  forward 

£ 

581  0  11 

2,134  16  9 

8  To  Charges  on  Capital  Outlay,  viz. : 

On  Balances  outstanding — 

143 

Under  Acts  1875  and  1879,  £4,145  14s.  4d. 

124  7  5 

294 

Under  Act  1892,  £9,870  12s.  8d . 

295  6  4 

622 

Sinking  Fund  under  Acts  1875  and  1879  ... 

640  18  4 

CO 

Sinking  Fund  under  Act  1892  ...  ... 

67  5  4 

£ 


27 


SUPPLY  ACCOUNT. 
31st  March,  1916. 


Year  to 

1915 

31st  March,  1916. 

£  s.  d. 

£ 

1  By  Charges  for  Power 

2,134  16  9 

2,321 

J6 

2,134  16  9 

2,321 

2  By  Balance  brought  forward 

581  0  11 

956 

3  ,,  Balance  being  loss  for  the  year  carried 

to  Revenue  Account  “  D  ” 

546  16  6 

CD 

1 

1,127  17  5 

- 

£1,102 

28 


G—  SINKING  FUND  FOR 

For  the  Year  ended 


IP*. 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

38,620  18  4 

2  ,,  Purchase  of  £1,523  9s.  lOd.  Annuities 

(capitalized  at  25  years’  purchase)  as 

per  Capital  Account  B  ...  ...  ...  38,087  5  10 

Less  discounts  on  Annuities  purchased...  1,720  15  4 

36,366  10  6 

£74,987  8  10 

- - — - — - — ' 

Dr. 


H  —  BALANCE  SHEET 


£ 

s. 

d. 

£ 

s. 

d. 

1 

To  Capital  Account  No.  1,  as  per  Account  B 

•  • 

• 

2,097,859 

18 

8 

2 

,,  Capital  Account  No.  2,  as  per  Account  C 

6,327,500 

0 

0 

3 

,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891 

•  • 

• 

1,500 

0 

0 

4 

,,  Annuities  accrued  to  date 

10,866 

13 

2 

5 

,,  Interest  accrued  to  date 

63,676 

19 

7 

6 

,,  Trade  Creditors  : — 

On  Capital  Account  ...  3,154  8  11 

On  Revenue  Account...  27,091  2  10 

• 

— 

30,245 

11 

9 

104,789 

4 

6 

7 

,,  Amount  due  to  the  Sinking  Fund  for 

Gas  Annuities  in  respect  of  moneys 

applied  under  the  provisions  of 

Section  51  of  the  Birmingham 

Corporation  Act,  1914 

•  • 

• 

61,570 

5 

2 

8 

,,  Treasurer  of  the  City  : — 

On  Capital  Account  No  2  ... 

1,015 

3 

7 

On  Revenue  Account 

143,837 

3 

6 

144,852 

7 

1 

£8,738,071 

15 

5 

E.  ANTONY  LEES, 

Secretary. 


29th  April ,  1916. 


ANNUITIES  ACCOUNT. 
31st  March,  1916. 


29 


<&r. 


£ 

s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (E) 

13,417 

3  8 

2  ,,  Balance  to  be  carried  to  next  Account 

61,570 

5  2 

This  amount  is  covered  by  an  application  of  moneys  from  the 
Sinking  Fund  for  Gas  Annuities  under  the  provisions  of  Section  51 
of  the  Birmingham  Corporation  Act,  1914.) 

£74,987 

8  10 

31st  March,  1916. 


<Cr. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  B 

2,097,859  18  8 

„  Capital  Account  No.  2,  as  per  Account  C  — 

2  On  Elan  Supply  . 

5,841,872  11  5 

3  .  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

• • •  •••  ••• 

298,067  15  4 

5  ,,  Profit  and  Loss  Account,  as  per  Account  E _ 

Balance  at  Debit  thereof 

40,722  18  11 

6  ,,  Sinking  Fund  Account,  as  per  Account  G— 

Balance  at  Debit  thereof 

•  •  •  •  •  • 

61,570  5  2 

7  ,,  Debtors  for  WTater  Rates,  Services,  &c. 

172,914  3  2 

8  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores... 

32,801  11  4 

9  ,,  Cash  in  hands  of  Secretary 

533  5  8 

£8,738,071  15  5 

Examined  and  found  correct, 


29  th  April,  1916, 


HOWARD  SMITH,  SLOCOMBE,  &  Co „ 

Auditors. 


■ 


■ 


|.— COMP 


V1ARCH,  1915  and  1916. 


Difference. 


1916. 


DOMESTIC  and  QUASI-DOM.  d. 


Domestic — At  Landlords’  ( 
Domestic — At  Occupiers’  T 
Baths 

Hose  Pipe  and  Garden  Taj. 
*Public-liouses 


Totals  from  Domesti7  8 


UNMEASURED  TRADE  and 
Trade  Supplies  ... 

Private  Fire  Appliances 
Lock-up  Shops,  Offices,  an< 
Churches,  Chapels,  and  Sc 
Unmeasured  Supplies  for  I 


Totals  from  Unmeasured  T:2  7 


MEASURED  SUPPLIES. 

Trade  Supplies  ... 

Railways,  Street  and  Road 

Totals  from  Measure}  2 


Increase. 


Decrease. 


SUPPLIES  IN  BULK 


TOTAL  RENTAL 


3  0 


3  5 


f  s.  (I.  £  s.  d. 

28,209  2  8 
10,478  3  1 

123  12  0 
222  11  6 


1,322  15  0 

40,356  4  3 


7,216  16  0 


6,985  11  6 


17,835  6  7 

511  17  11 
18,347  4  6 


52  18  0 

178  6  6 


3  5  65,689  0  3 


65,240  18  11 


448  1  4 


Percentage. 
Increase  -f 
Deo  ease  - 


29*43  + 
11-91  + 
1-00  + 
10-82  + 
25-65  + 
19-85  + 


40-44  + 

6  24  - 
37*16  - 
36-43  + 

18*71  + 

4- 91  + 
17-35  + 
2001  + 

5- 88  - 

19*42  + 


\m— COMPARATIVE  ANALYSIS  OF  THE 

RENTALS 

FOR 

THE 

YEARS 

TO 

31st 

MARCH,  1915 

AND  1916. 

1914. 

1915. 

Totals  for  1915. 

1916. 

Totals  for  1916. 

Difference. 

Increase. 

1  feci'cnse. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

A* 

8. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

£  S.  d. 

Domestic — At  Landlords’  Compound  Rates . 

95,009 

95,852 

10 

0 

124,061 

12 

8 

28,209 

2 

8 

Domestic — At  Occupiers’  Rates  . 

86,427 

87,934 

13 

5 

98,412 

16 

6 

10,478 

8 

1 

Baths  .  . 

11,848 

12,812 

0 

0 

12,435 

12 

0 

123 

12 

0 

Hose  Pipe  and  Garden  Taps . 

1,936 

2,060 

0 

0 

2,282 

11 

6 

222 

11 

6 

*Public-houses  ...  . 

5,348 

5,157 

0 

0 

6,479 

15 

0 

1,322 

15 

0 

Totals  from  Domestic  Supplies 

200,568 

203,316 

3 

5 

243,672 

7 

8 

40,866 

4 

3 

UNMEASURED  TRADE  and  MISCELLANEOUS  SUPPLIES 

Trade  Supplies  ...  ...  ...  ...  ...  ...  . 

Private  Fire  Appliances 

19,735 

17,844 

11 

7 

25,061 

7 

7 

7,216 

16 

0 

Lock-up  Shops,  Offices,  and  Warehouses 

Churches,  Chapels,  and  Schools 

862 

849 

0 

0 

796 

2 

0 

52  18  0 

Unmeasured  Supplies  for  Building  Purposes 

734 

479 

9 

6 

301 

3 

0 

178  6  6 

Totals  from  Unmeasured  Trade  and  Miscellaneous  Supplies 

21,331 

19,173 

1 

1 

*26,158 

12 

7 

6,985 

11 

6 

MEASURED  SUPPLIES. 

Trade  Supplies  ...  ...  ...  ...  ... 

90,979 

95,335 

6 

9 

113,170 

13 

4 

17,835 

6 

7 

Railways,  Street  and  Road  Watering,  Markets,  etc.... 

10,149 

10,431 

11 

11 

10,943 

9 

10 

511 

17 

11 

Totals  from  Measured  Supplies 

101,1*28 

105,766 

18 

8 

124,114 

3 

2 

18,347 

4 

6 

328,256 

3 

2 

393,945 

3 

5 

65,689 

0 

3 

SUPPLIES  IN  BULK  . 

7,247 

7,619 

11 

4 

7,171 

10 

0 

448  1  4 

TOTAL  RENTAL  . 

330,274 

1 

1 

335,875 

14 

6 

401,116 

13 

5 

65,240 

18 

11 

Percentage. 
Increase  -f 
1  loci  case 

29*43  + 
11*91  + 
1*00  + 
10-82  + 
25*65  + 
19*85  + 


40*44  + 

6*24 
37*16  - 
36*43  + 

18*71  + 
4*91  + 
17*35  + 
20*01  + 
5*88 

19*42  + 


1  be  figures  in  this  line  refer  to  the  unmeasured  supplies  only.  Many  Public-houses  are  supplied  by  Meter. 
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53  weeks. 


Total  average  consumption  p^3 


Maximum  Day  : — 
Date  ... 

Quantity 


Estimated  average  population 
for  the  year,  based  on  4- 
per  house  on  the  averag 
of  houses  in  supply 

Average  population  in  supply 
on  data  furnished  by  tin 
Officer  of  Health  for  the 

Average  gross  consumption  pe 

da)  ...  ...  ... 

Average  consumption  per  hes 
for  Measured  Trade  Sup 
for  Railways,  Street  a 
Watering,  Markets,  &c. 

Estimated  average  consum 
head  per  day  for  Unmeasu 
Supplies,  calculated  on  tt 
the  rental,  reckoning  6d.  ( 
mum  meter  rate)  to  repres 
gallons 

Net  estimated  consumption 
per  day  for  Domestic,  J 
W  aste 


DAY. 


14. 

m.g. 


ne,  1913 
4  m.  g. 


1915. 

24-058  m.g. 


1st  July,  1914 
32-349  m.g. 


,346 


860,807 


galls. 


galls. 


27-95  galls. 


7 '80  galls. 


galls. 


galls. 


3-11  galls. 


17-04  galls. 


1916, 

25*644  m.g. 

5th  June,  1915. 
30-647  m.g. 

902,712 
28-41  galls. 

8-45  galls. 

3-12  galls. 

16*84  galls. 


^—ESTIMATED  average  consumption  per  head  per  day. 

YEAR  ENDED  MARCH  31st. 


Total  average  consumption  per  day  ... 

1900. 

19-393  m.  g. 

1910. 

19-814  m.  g. 

1911. 

20-507  m.g. 

1912. 

22-763  m.  g. 

1913 

22-404  m.  g. 

1914. 

23-393  m.g. 

1915. 

24-058  m.g. 

1916, 

25-644  m.g. 

Maximum  Day  : — 

Date  .. 

2nd  Jan.  1909. 

22nd  May,  1909 

21st  June,  1910 

lOthFeb.,  1912 

18th  July,  1912 

19th  June,  1913 

1st  July,  1914 

5th  June,  1915 

Quantity 

30  634  m.  g. 

25-370  in.  g. 

25-822  m.g. 

35-008  m.  g. 

29-475  m.  g. 

28-324  m.  g. 

32-349  m.g. 

30  647  m.g. 

Estimated  average  population  in  supply 
for  the  year,  based  on  4  5  persons 
per  house  on  the  average  number 
of  houses  in  supply 

813,123 

825,566 

836,406 

845,536 

851,895 

856,346 

860,807 

Average  population  in  supply  estimated 
on  data  furnished  by  the  Medical 
Officer  of  Health  for  the  City 

4 

___ 

— 

— 

— 

— 

— 

902,712 

Average  gross  consumption  per  head  per 
day . 

23-85  galls. 

24-00  galls. 

24-52  galls. 

26'92  galls. 

26-30  galls. 

27'32  galls. 

27-95  galls. 

28-41  galls. 

Average  consumption  per  head  per  day 
for  Measured  Trade  Supplies,  and 
for  Railways,  Street  and  Road 
Watering,  Markets,  &c. 

5  77  galls. 

5'47  galls. 

5-97  galls. 

6-68  galls. 

6-68  galls. 

7-38  galls. 

7*80  galls. 

8-45  galls. 

Estimated  average  consumption  per 
head  per  day  for  Unmeasured  Trade 
Supplies,  calculated  on  the  basis  of 
the  rental,  reckoning  Gd.  (the  mini¬ 
mum  meter  rate)  to  represent  1,000 
gallons 

362  galls. 

3-54  galls. 

3-55  galls. 

3*53  galls. 

3-40  galls. 

3  43  galls. 

3  11  galls. 

3-12  galls. 

Net  estimated  consumption  per  head 
per  day  for  Domestic,  Eire,  and 
Waste 

y 

14-46  galls. 

14-99  galls. 

15-00  galls. 

16-71  galls. 

16-22  galls. 

16-51  galls. 

17-04  galls. 

16-84  galls. 

STATEMENT  OF  THE  YEARLY  EXPENDITURE  OF  CAPITAL. 


Depreciation  of  Temporary  Mains  and  Works.  X  Depreciation  exceeds  purchases. 


jyg n — STATEMENT  OF  THE  YEARLY  EXPENDITURE  OF  CAPITAL. 


" 

Mains. 

Works, 

Buildings,  &c., 
less  Depreciation. 

Meters,  less 

Elan 

Capitalization 
lilidcr  Section 

Totals  for 

Total  to 

\  ear 

Length  in 
Miles 

Cost. 

Depreciation. 

Supply. 

22,  Act  1902. 

Year. 

Date. 

£ 

£ 

£ 

£ 

£ 

£ 

£ 

At  Dec.  31, 

1875 

252-448 

— 

— 

— 

— 

— 

1,523;123 

Jan.  1 ,  1876, 
to  31  Mar., 

1898 

330-619 

272,913 

346,399 

5,849 

1,309,049 

— 

1,934,210 

3,457,333 

To  31  Mar., 

1899 

17125 

14,169 

-1,000* 

6,295 

-2,275* 

391 

515,699 

— 

533,279 

3,990,612 

1900 

17-910 

7,571 

-1,150* 

3,271 

-3,250* 

220 

707,493 

— 

714,155 

4,704,767 

1901 

10-995" 

6,427 

-540* 

2,853 

-3,310* 

329 

924,680 

— 

930,439 

5,635,206 

1902 

14  076 

9,744 

-110* 

1,415 

-3,584* 

-257: 

987,874 

— 

995,082 

6,630,288 

1903 

16-906 

12,673 

1,066 

-2,623* 

-209* 

458,301 

— 

469,208 

7,099,496 

1904 

18-740 

19,526 

1,363 

-1,823* 

467 

352,896 

33,818 

406,247 

7,505,743 

1905 

21-970 

15,779 

-200* 

5,845 

-1,027* 

47 

283,514 

46,826 

350,784 

7,856,527 

1906 

19-430 

11,861 

4,893 

-1,792* 

439 

126,389 

35,420 

177,210 

8,033,737 

1907 

17-950 

13,475 

4,910 

-1,615* 

249 

60,815 

19,616 

97,450 

8,131,187 

1908 

18-600 

13,358 

3,494 

-1,913* 

266 

36,143 

16,941 

68,289 

'8,199,476 

1909 

13-030 

8,188 

951 

-2,038* 

-58++ 

28,745 

15,658 

61,446 

8,250,922 

1910 

16-250 

20,928 

1,636 

-1,929* 

-340 : 

20,976 

11,236 

52,507 

8,303,429 

1911 

11-570 

7,305 

1,043 

-1,604* 

29 

2,976 

7,131 

16,880 

8,320,309 

1912 

10-870 

8,975 

928 

-1,592* 

244 

9,109 

i 

4,060 

21,724 

8,342,033 

1913 

6-330 

4,467 

i 

2,567 

-1,593* 

3 

4,436 

943 

10,823 

8,352,856 

1914 

11-110 

18,541 

1,114 

-1,853* 

167 

1,694 

80 

19,743 

8,372,599 

1915 

15-780 

37,244 

2,120 

-3,665* 

487 

4,379 

— 

40,565 

8,413,164 

1916 

2-830 

3,197 

5,790 

675 

6,703 

16,365 

8,429,529 

503,341 

360,467 

8,998 

5,841,871 

191,729 

6,906,406 

*  Depreciation  of  Temporary  Mains  and  Works.  X  Depreciation  exceeds  purchases. 


)8. 


rcentage 
Total 
eceipts. 

12 


N.— ANALYSl 


Year  to  31sist  March,  1913 


% 


13 

£ 

8,084,126 


Raitate  %  on  Perc3 
Outstanding  of r 
C  Capital.  Rec 


26 


% 


90*51  264,598 


5-71 


17,114 


96-22  281,712 


11-05 


32,571 


07-27  314,283 


3-32 


•34 


8 


3-66 


-47 


4*13 


10 


Capital  Outstanding. 


2.  Interest. 

3.  Sinking  Fund. 


5.  Fates. 


6.  Total  l  ncontrollable  Expenditure 


98-77  293,578 


1-23 


00-00 


3,888 


7-0.7 


297,466 


1  O  ttl  7 


4-02 


•06 


4-08  1C 


Income  : — 
0  7.  Water  Rents. 

8.  Other  Items. 


•05 


9.  Total  Income. 


10.  Excess  of  Uncontrollable  Expendit 

P nf  Q  1  T TO  n  AVkl  a 


N.  -ANALYSIS  OF  INCOME  AND  EXPENDITURE  IN  RELATION  TO  CAPITAL,  1905-191G. 


Your 

Dint  Marc 

Rota  %  «i 
Oil  In  to  in  1  i  l 
Capital. 

a 

i,  loot., 

I'mrciiLigt 
K  uf  Total 
Kmr.lpia. 

3 

Year  n 

4 

3  lit  Mar. 

ItaUi  %  .,i 
"uUlnmlii 
Capital. 

O 

i,  mou. 

Pm  can  tag 
K  of  Total 
lUuoipU. 

0 

Year 

7 

3l»l  Mur. 

»«**•  %  « 
JOuUUndii 
Capital. 

B 

i,  1007. 

Percentage 
g  id  Total 
Receipt* 

O 

Year 

<0 

31at  Marc 

'  Hate  %  oi 
jOuta  (audit 
Capital. 

11 

j,  1908. 

Pcfecntag 
g  of  Total 
Receipt*. 

ia 

Year  to  31«t  Marc 

Rate  %  oi 
Outataodii 
Capital. 

13  14 

,  1909. 

j  Percentage 
},  of  Total 
'  Receipt*. 

15 

Year 

16 

31at  Marc 

Rate  %  on 
Outatandin 
Capital. 

17 

,  1910. 

I ‘croon  tag 
g  of  Total 
Receipt*. 

18 

Year  to  Slat  Mure 

Rate  %  oi 
OuUtandio 
Capital. 

19  20 

h,  1911 

Percentage 
g  of  Total 
Receipt*. 

Y’ear  to  3Ut  Karel 

Rule  %  oi 
Outatandii 
Capital. 

.  1912. 

Percentage 
g  of  Total 
Receipt*. 

Year  t 

26 

X 

3,014.527 

:tl*t  M.n 

Rate  ;  oi 
Outatandii 
Capital. 

i,  1913. 

Percoutug 
K  «f  ToUl 
Receipt* 

Year 

31*1  Marc 

Rate  %  in 
<>ut«tainlii 
Capital. 

i,  1914. 

IVi  on  n  tag 
K  »f  Tulal 
j  Koooipta. 

Year 

•  dial  Mui< 

Rale  ;  .. 
"ilUUmll 
Capital. 

l.  1016 

I'eroniitAu 
H  "1  Tidal 
ReooipU. 

Year  t 

>  Slat  Mun  i 

lUle 

'  ItlUUiiilli 
Capital 

linn. 

I’l'l  .'OlltllU 
K  ofTnliil 
llocolpta 

■ 

X 

% 

% 

X 

% 

% 

X 

% 

% 

X 

% 

% 

X 

% 

% 

X 

% 

% 

X 

% 

% 

% 

% 

% 

X 

8,002,071 

■JO 

:io 

at 

an 

ai 

at 

an 

no 

1.  Capitol  Outstanding 

7,746,080 

7,922,810 

7,959,480 

8,090,065 

8,081,125 

8,052,463 

8,057,878 

8.032.7GG 

X 

7,991,350 

% 

% 

l' 

7,018,890 

% 

% 

1.  Clip! tul  Outstanding. 

2.  Interest. 

8.  Sinking  Fund. 

2.  Interest 

3.  Sinking  Fund  ..  . 

248,410 

15,197 

8- 14 

•20 

89*20 

6-67 

254,401 

15,666 

8-21 

•20 

9085 

5-60 

260,267 

10,127 

827 

•20 

89-85 

6- 57 

268,031 

16,018 

3-26 

•21 

9051 

6-71 

,  204,598 

17,114 

3-27 

-21 

88-95 

5-75 

•265.406 

20,864 

8-30 

-25 

87-45 

6-71 

206,440 

22,315 

3-31 

•27 

85-81 

7*19 

267,087 

25,771 

8-82 

■32 

8310 

8-02 

266,854 

27,421 

8-82 

•84 

81-87 

8-3H 

268,304 

38,890 

8-35 

•48 

80-10 

1018 

208,951 

86,088 

000 

•40 

79-14 

10-78 

|  280,084 

47,688 

8*0*1 

•00 

09-16 

1  1-75 

4. 

258,007 

8-84 

94-88 

270,110 

8-41 

95-91 

270,384 

3-47 

9512 

280,244 

3-47 

96-22 

281,712 

3-48 

94-70 

285,830 

8-55 

94-16 

288,755 

3-58 

93-00 

292,808 

3-64 

91-12 

293,775 

i  8-66 

8975 

302,200 

8-78 

90-29 

306,684 

0*82 

89-92 

827,00(1 

5.  Ratos 

88,778 

14 

1 2*88 

80,040 

•89 

10-88 

80,874 

•89 

10-60 

32.1119 

•39 

1105 

32,571 

•40 

10-95 

34,000 

•42 

11-20 

35,185 

•44 

11-33 

86,847 

•45 

11-31 

87,869 

•47 

11-41 

88,095 

•48 

11-50 

40,604 

•51 

11-94 

40,970 

•61 

10*1 1 

1  6.  IlatoH. 

G.  Total  Uncontrollable  Expenditure  ... 

292,880 

8*78 

107*21 

800,702 

8-80 

106*79 

807,258 

3-80 

10008 

312,448 

3-80 

107-27 

814,288 

3-88 

105-05 

319,830 

8-97 

105-86 

823,940 

4-02 

104-33 

829,155 

■1-09 

102-43 

331,134 

4  18 

101-16 

340,896 

4-20 

101-86 

846,148 

4-88 

101  ‘Mil 

868,670 

1-06 

91*01 

6.  lotul  Unoontrollablo  Expondituro. 

Income : — 

7.  Water  Rents . 

8.  Othor  Items 

208,645 

4,165 

8*17 

•06 

98-48 

1-52 

278,048 

8,584 

8-51 

•04 

98-78 

1-27 

285,127 

4,680 

3-69 

05 

98-48 

1-57 

287,075 

3,693 

8-55 

04 

98-77 

1-23 

298,678 

8,888 

8-63 

•05 

98-09 

1*31 

298,815 

4,738 

3-71 

00 

98-44 

1-56 

305,553 

4,940 

3-79 

•06 

98-41 

1-59 

316,290 

5,057 

3-94 

06 

98-48 

1-57 

822,690 

4,689 

4  02 

•06 

98-58 

1-42 

880,274 

4,421 

418 

■05 

98-08 

1-82 

885,870 

3,909 

1-20 

•05 

9888 

117 

(6)  401,117 

8,862 

6-07 

■05 

99-05 

•96 

Inoomjo:— 

7.  Wdtor  RontH. 

8.  Othor  Items. 

9.  Total  Income . 

272, TOO 

8-62 

100-00 

281,027 

8-55 

10000 

289,057 

8*64 

10000 

291,268 

3-69 

100-00 

297,460 

8-68 

100-00 

308,553 

8-77 

100-00 

310,499 

3-85 

100-00 

821,847 

400 

100-00 

327,865 

4-08 

100-00 

884,005 

•1*18 

10000 

009,846 

1-25 

100-00 

404,909 

6-12 

100-00 

9.  Total  Income. 

10.  Excess  of  Uncontrollable  Expenditure 

over  Total  Income  ... 

11.  Excess  of  Total  Income  over  Un- 

19,080 

*25 

7-22 

19,185  1 

•24 

0-79 

17,601 

•22 

0-08 

21,175 

-26 

7-27 

15,817 

•21 

5'66 

10,277 

■20 

5-36 

18,441 

•17 

4-33 

7,808 

10 

2-43 

8,799 

•05 

1-16 

0.200 

•08 

1-86 

0,808 

•08 

1-80 

10.  Excess  of  Uncontrollablo  Expondituro 
ovor  Total  Incoino. 

controllable  Expenditure 

— 

— 

— 

— 

— 

— 

— 

— 

_ 

_ 

II.  Excess  of  Total  Incoino  ovor  Un- 

12.  Working  Expenses 

72,140 

•93 

26-45 

01,285 

•78 

21-70 

07,015 

•84 

23-13  | 

60,707 

•75 

‘20-86 

63,841 

•79 

21-46 

64,782 

■81 

21-34 

61,642 

•76 

19-85 

65,290 

•81 

20-32 

72,110 

•90 

2208 

74,207 

•98 

22-19 

(a)  82,179 

108 

24-18 

80,893 

(c)  98,084 

■40 

1-24 

8-99 

24-80 

controllablo  Expondituro. 

12.  Working  Expanses. 

13.  Total  Deficiency  for  the  Year 

14.  Brought  forward 

91,820 

1*18 

83-07 

80,420 

1-02 

_ 

28-56 

84,610 

100 

29-21 

81,942 

1-01 

2813 

80,658 

100 

27-11 

81,059 

101 

26-70 

75,083 

•93 

24-18 

73,098 

•91 

22-75  j 

75,909 

■95 

23-19 

80,467 

1*01 

24*04 

88,482 

I'll 

20-04 

02,241  j 

-78 

16-87 

18.  Total  Deficiency  for  the  Year. 

4,823 

•06 

1*55 

2,952 

•04 

■92  J 

4,088 

05 

1*28 

9,966 

-12 

2*98 

15,887 

19 

4-62 

28,482 

•80 

6-80 

14.  Brought  forward. 

15.  Accumulated  Deficiency 

— 

- 

- 

— 

— 

- 

79,906 

■99 

25-73 

76,050 

•95 

23-67 

79,947 

100 

24-42 

90,433 

1*18 

27*02 

108,809 

1-80 

80-60 

85,729 

108 

21-17 

16.  Accumulated  Deficiency. 

Deficiency,  how  provided : — 

1G.  From  Reserve  Fund . 

— 

Deficiency,  how  provided: — 

17.  Capitalised 

18.  Subsidy  from  Rates . 

19.  Carried  forward 

40,820 

46,000 

*00 

•58 

1717 

16-50 

85,420 

45,000 

*44  ! 

-58 

12-57  1 
15-98 

19,010 

65,000 

... 

•82  ; 

.'  ! 

6*f7  1 

22-44 

10,94-2 

65,000 

■21 

■80 

-  I 

5-82 

22-31 

16,658 

05,000 

19 

•81 

5-26 

21-85 

11,230 

65.000 

— = - 

•14 

•81 

- 

3-70 

21*41 

=—  t 

7,131 

69,823 

tm 

*09 

•87 

2-30 

22-48  : 

4.0G0 

67,952 

*05 

•85 

1-20 

2115 

943 

09,038 

01 

•80 

•29 

2109 

80 

74,900 

— = - T 

-00 

•94 

•02 

22-40 

80,887 

y — - 

1*01 

23-05 

46,000 

•67 

11-11 

16.  From  Reserve  Fund. 

17.  Capitalised. 

18.  Subsidy  from  Ratos. 

1 

4,823 

•06 

1*59 

2,952 

03 

•95 

4,038 

05 

1-26 

9,966 

13 

804 

15,887 

19 

4'flO  J 

20,482 

'29 

0 '91 

40,728 

•61 

10-00 

19.  Carried  forward. 

91,820 

1-18 

88-67 

80,420 

1*02 

28-55 

1 

84,616 

106 

29-21 

81,94-2 

101 

28-13 

80,658 

100 

2711 

81,059 

101 

26*70 

79,900 

•99 

25-73 

76,050 

*95 

2367 

79,947 

100 

2442 

90,433 

118 

27  02 

103,809 

1*80  ! 

30-50 

85,728 

108  1 

21-17 

IncludM  War  «.)  Include*  increase  £M,H64  due  to  Rovialon. 

U)  Include*  Additional  Working  at  Old  Source*  £0,700, 
and  £18.804  War  Kxpenaae. 
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OF  BIRMINGHAM. 

_  ^  7  JSJ  7 


IReport 

OF  THE 

WATER  COMMITTEE 


FOR  PRESENTATION  AT  A 

MEETING  OF  THE  COUNCIL,  TO  BE  HELD  ON 
TUESDAY,  JUNE  5th,  1917. 


ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
for  the  year  ended  March  31st,  1917. 

The  Water  Rates  and  Charges  show  an  increase  of  £13,873,  that  is 
3‘4G  per  cent.  The  much  larger  increase  last  year  was  due  mainly  to 
the  revision  of  the  water  rates  and  the  revaluation  of  the  City,  the 
increase  due  to  normal  growth  being  3*68  per  cent.  The  figures  in  the 
Accounts  now  presented  have  further  benefited  by  the  revision,  and 
again  excluding  this  special  increase  the  amount  due  to  normal  growth 
shows  a  percentage  of  2‘13. 

The  Revenue  Account  shows  a  gross  profit  of  £284,648,  against 
£265,365  a  year  ago,  being  an  increase  of  £19,283. 

The  charges  for  annuities  and  interest  shown  in  the  Profit  and 
Loss  Account  amount  to  £284,963,  against  £280,024,  being  an 
increase  of  £4,939,  which  increase  is  almost  entirely  attributable  to  the 
increase  in  the  rate  of  interest. 

The  charges  for  the  redemption  of  debt  amount  to  £55,678,  against 
£47,582,  showing  an  increase  of  £8,096,  £602,000  loans  having  come 
into  charge  for  redemption  for  the  first  time. 

The  increase  in  the  capital  charges  is  thus  £13,035,  reducing  the 
increased  balance  on  revenue  account  to  £6,248,  which  amount  is  the 
net  improvement  in  the  account  as  compared  with  that  of  last  year. 

£ 

The  balance  of  this  year’s  working  shows  a  deficiency  of  . .  55,993 

(as  against  £62,241  last  year). 

Adding  to  this  the  balance  brought  forward  from  last  year  ...  40,723 

the  total  to  be  provided  is  ...  ...  ...  ...  96,716 

The  amounts  received  from  the  rates  during  the  year  are :  - 

Supplementary  subsidy  on  account  of  the  £ 
year  1915-16  ...  ...  ...  40,000 

Subsidy  on  account  of  the  year  1916-17  ...  55,000 

-  95,000 


£1,716 


Leaving  an  adverse  balance  to  be  carried 
forward  of  ... 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  sub¬ 
mitted  with  this  Report.  The  average  daily  distribution  within  the  area 
of  supply  has  been  28*088  m.g.,  against  25*644  m.g.  in  the  previous 
year,  being  an  increase  of  9*53  per  cent.  The  increase  distributed  over 
the  several  zones  shows  the  following  percentages:  — 

Low  Level  Zone  ...  ...  ...  ...  8*35  per  cent. 

Middle  Level  Zone  ...  ...  ...  12*74  percent. 

High  Level  Zone  ...  ...  ...  ...  5*16  per  cent. 

The  measured  supplies  show  an  increase  of  14*57  per  cent.,  while 
the  domestic  and  unmeasured  supplies  have  increased  by  7*40  per  cent. 
The  bulk  supply  to  Coventry  has  increased  by  11*39  per  cent. 

The  greater  portion  of  the  increase  in  consumption  occurred  during 
the  winter  half  of  the  year  and  was  largely  caused  by  the  waste  conse¬ 
quent  upon  the  severe  frosts,  the  effect  of  which  continued  much  longer 
than  usual,  and  in  fact  has  not  yet  been  overtaken,  owing  to  so  large  a 
proportion  of  the  plumbers  in  the  district  being  now  with  the  Colours  or 
engaged  in  munitions  work,  thus  leaving  an  altogether  insufficient 
number  for  dealing  with  domestic  work. 

It  is  clear,  however,  that  quite  irresj^ective  of  temporary  causes  of 
this  character,  the  consumption  of  water  in  the  district  is  rapidly  and 
continuously  increasing,  and,  as  will  be  seen  from  the  figures,  the 
average  consumption  for  last  year  very  nearly  reached  the  total 
yield  of  the  sources  of  supply  at  present  permanently  available,  which 
yield  was  stated  in  the  appendix  to  the  Committee’s  Report  submitted 
on  20th  July,  1914,  to  be  29  m.g.  per  day. 

A  year  ago  your  Committee  stated  that  they  were  considering  what 
steps  could  be  taken  for  rendering  the  Plant’s  Brook  again  suitable  for 
domestic  purposes.  In  order  to  deal  with  this  source  of  supply  it  would 
be  necessary  to  instal  works  of  a  character  which  would  involve  the 
employment  of  a  considerable  amount  of  labour,  which  at  the  present 
time  it  would  be  practically  impossible  to  obtain.  The  quantity,  more¬ 
over,  is  limited  to  2  m.g.  per  day,  and  this  in  view  of  the  present  rate 
of  increase  would  suffice  for  only  a  very  short  time. 

On  these  considerations,  among  others,  your  Committee  have 
entered  upon  arrangements  for  again  using  the  river  Blyth  as  a  source 
of  supply.  The  quantity  of  water  available  is  much  greater  than  at 
Plant’s  Brook,  and  the  works  required  to  purify  it  will  in  important 
respects  be  more  easily  undertaken.  Your  Committee  have  invited 
several  firms  to  prepare  schemes  and  submit  tenders,  and  they  expect 
very  shortly  to  be  in  a  position  to  submit  their  proposals  for  the  sanction 
of  the  Council. 

ELAN  AQUEDUCT. 

Meanwhile,  your  Committee  have  given  continuous  attention  to 
advancing  the  Scheme  for  the  augmentation  of  the  Elan  Supply,  as  far  as 
is  possible  under  war-time  conditions. 

In  view  of  the  liability  to  bursts  to  which  cast-iron  mains  have  been 
proved  to  be  subject,  your  Committee  have  made  enquiries  respecting 
reinforced  concrete,  and  in  the  course  of  these  enquiries  the  idea  has  been 
suggested  that,  as  pipes  of  this  material  are  not  subject  to  the  same 
limitations  of  diameter  as  those  of  cast-iron,  it  is  worth  examination  whether 
the  provision  of  a  main  of  double  capacity  might  not  be  economically 
advantageous. 


3 


Your  Committee  were  impressed  with  the  possibilities  of  this  idea,  and 
made  preliminary  arrangements  for  laying  down  a  short  experimental 
length  on  a  section  of  the  aqueduct  where  the  conditions  are  most  exacting, 
and  they  made  application  to  the  Ministry  of  Munitions  for  permission  to 
carry  out  the  experiment  and  for  the  release  of  the  comparatively  small 
quantity  of  steel  required  The  Ministry,  however,  stated  that,  while 
they  fully  realised  the  importance  of  the  work  the  Corporation  desired  to 
carry  out  and  the  seriousness  of  the  risks  being  run,  they  regretted  it  did 
not  appear  possible  to  grant  the  Corporation  the  facilities  desired. 

j  ASTON  RESERVOIR  PROPERTY. 

V7 

Circumstances  having  arisen  which,  in  the  judgment  of  your 
Committee,  rendered  it  advisable  that  complications  due  to  the  existence 
of  the  lease  of  this  property  to  the  White  City  (Birmingham),  Ltd.,  should 
be  removed,  they  instructed  the  Town  Clerk  to  give  notice  to  the 
Company  to  fulfil  their  liabilities  under  the  lease,  or  that  in  default  the 
lease  would  be  determined.  The  terms  of  the  notice  not  being 
complied  with,  the  lease  came  to  an  end  at  31st  March,  1917,  and  the 
Corporation  resumed  possession  of  the  property.  Some  temporary  allot¬ 
ments  and  other  tenancies  have  since  been  arranged,  but  not  such  as  will 
interfere  with  any  proposals  which  may  come  forward  to  deal  with  the 
property  in  a  comprehensive  manner. 
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Qv.  B. — CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 

31st  March,  1916. 

Expenditure 
during  the 
year. 

Total  to 

31st  March,  1917. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  8.  d. 

£  s.  d. 

9 1 6  •••  •••  •  •  • 

2,097,859  18  8 

2,097,859  18  8 

'I'otal  carried  to  Balance  Sheet 

- 

•  •  • 

£2,097,859  18  8 

Dr.  C  — CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1916 

5,841,872  11  5 

2  ,,  Expenditure  since  that  date 

— 

10,572  14  4 

Total  carried  to  Balance  Sheet 

•  •  • 

5,852,445  5  9 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Birming- 

ham  Corporation  Water  Act, 

1902,  to  31st  March,  1916 

191,729  5  9 

Total  carried  to  Balance  Sheet 

•  •  • 

... 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1916 

298,067  15  4 

5  ,,  Expenditure  since  that  date 

•  •  • 

3,398  15  4 

Total  carried  to  Balance  Sheet 

•  •  • 

. . . 

301,466  10  8 

6,345,641  2  2 

6  ,,  Balance  of  Capital  Account 

•  •  • 

•  •  • 

5,027  17  10 

6,350,669  0  0 
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(CORPORATION)  WATER  ACTS,  1875  AND  1879.  <£v. 

31st  March,  1917. 


Capital  at 

31st  March,  1916. 

Additions  + 
or  Reductions  — 
during  the 

57ear. 

Capital  at 

31st  March,  1917. 

£  s.  d. 

£  s.  d. 

£  S.  d. 

1  By  Annuities  ... 

2  ,,  Birmingham  Corporation 

1,086,665  18  9 

-  5,283  10  10 

1,081,382  7  11 

3 2  %  Stock 

3  ,,  Birmingham  Corporation 

409,713  19  2 

-  2,174  17  5 

407,539  1  9 

3  %  Stock 

4  ,,  Birmingham  Corporation 

194,258  14  6 

-2,747  9  3 

191,511  5  3 

2^  %  Stock 

Total  Amount  Outstanding 

5  ,,  Annuities  redeemed,  and 

Stock  cancelled  from 

15,073  0  11 

•  •  • 

-  2,641  12  2 

12,431  8  9 

1,692,864  3  8 

Sinking  Fund 

Total  carried  to  Balance  Sheet 

392,148  5  4 

•  •  • 

+  12,847  9  8 

•  •  • 

404,995  15  0 

£2,097,859  18  8 

CORPORATION)  WATER  ACTS, 
31st  March,  1917. 


1892,  1902  AND  1907. 


£r. 


1  By  Birmingham  Corporation 

3^  %  Stock 

60,378  1  5 

-  868  12  0 

2  ,,  Birmingham  Corporation 

3  %  Stock  ... 

1,312,344  3  3 

-  5,340  8  8) 

+  53,09018  8) 

3  ,,  Birmingham  Corporation 

2£  %  Stock 

1,214,190  16  10 

-16,505  19  2 

4  ,,  Mortgages  and  Loans 

3,407,891  8  8 

-12,361  9  2) 

-53,090  18  8 

i 

-+217,879  7  3 

+  23,169  0  Oj 

5  ,,  Birmingham  Corporation 

Bills 

217,879  7  3 

-217,879  7  3 

Total  Amount  Outstanding 

•  •  • 

•  •  • 

6  ,,  Stock  cancelled  or  trans- 

ferred  and  Loans  repaid 

from  Sinking  Fund 

114,816  2  7 

+-  35,076  9  0 

Total  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

59,509  9  5 

1,360,094  13  3 

1,197,684  17  8 

3,583,487  8  1 


6,200,776  8  5 


149,892  11  7 


£6,350,669  0  0 


Under  Water  Acts,  1S92 ,  1902  and  1907. 


Payments  to  Sinking  Fund 

3 U/o  Stock  . .  . .  £868  12  0 

3  Z0  Stock  ..  ..  £5,340  8  8 

2*%  Stock  . .  . .  £16,505  19  2 

Mortgages  . .  . .  £12,361  9  2 


Transfer  of  Liability 

Bills  repaid  and  replaced  by  Mortgages 
Mortgages  repaid  and  replaced  by  Stock 


£217,879  7  3 
. .  £53,090  18  8 

£270,970  6  11 


£35,076  9  0 
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D  —  REVENUE 
For  the  Year  ended 


Year  to 

31st  March,  1917. 

1916. 

£ 

Maintenance  of  Works,  and 
Distribution  of  Water. 

£ 

s. 

d. 

£ 

s. 

d. 

Old  Supply. 

I 

To  Pumping,  including 

Salaries,  Wages,  Coal,  and 

7,897 

Stores  at  Pumping  Stations 

14,280 

15 

4 

183 

2 

,,  Filtration... 

374 

0 

4 

3 

,,  Maintenance  of  Engines 

4,439 

and  Boilers 

2,961 

17 

2 

4 

,,  Maintenance  of  Reservoirs, 

1,508 

Pumping  Stations,  &c. 

2,418 

13 

2 

20,035 

0 

14,027 

Elan  Supply. 

6 

5 

,,  Filtration  and  Hardening 

• 

3,450 

6 

(Elan  Valley)  ... 

,,  General  Maintenance  and 

3,256 

14 

5 

Supervision  of  Elan 

1,148 

7 

Valley  Works  ... 

,,  Administration  of  Elan 

1,175 

19 

4 

35 

8 

Village  ... 

,,  Maintenance  and  Super- 

115 

3 

3 

6,484 

9 

vision  of  Aqueduct 
,,  Pumping  at  Frankley  and 

7,123 

6 

4 

• 

5,579 

Monument  Road 

5,476 

16 

3 

10 

,,  Maintenance  of  Engines 

and  Boilers  at  Frankley 

664 

and  Monument  Road  ... 

650 

12 

3 

1,231 

11 

,,  Filtration  (Frankley) 

1,488 

0 

2 

12 

,,  Maintenance  of  Filters 

92 

13 

(Frankley) 

,,  Maintenance  of  Works 

571 

7 

8 

607 

14 

(Frankley) 

,,  General  Working  Expenses 

636 

5 

9 

729 

20,019 

and  Wages  (Frankley) 

688 

11 

5 

21,182 

16 

10 

£34,046 

Carried  forward 

•  • 

£41,218 

2 

10 

ACCOUNT. 


ttr. 


31st  March,  1917. 


Year  to 

31st  March,  1917. 

1916. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  407,152  5  7 

393,945 

2  ,,  Ditto  ditto  ditto 

Supply  in  bulk  (Coventry)  7,837  6  8 

7,171 

414,989  12  3 

3  ,,  Profit  on  Testing  Water  Fittings  and 

Laying  and  Maintenance  of  Services... 

393  11  1 

— 

4  ,,  Net  Rents  of  Lands,  &c.  (Old  Works  and 

Elan  Aqueduct)  ... 

1,840  7  9 

1,736 

5  ,,  Net  Rents  of  Lands,  &c.  (Elan  Watershed) 

1,145  8  5 

1,156 

6  ,,  Net  Receipts  on  Fishing  ... 

54  2  0 

— 

7  ,,  Transfer  Fees 

7  10  0 

12 

S  ,,  Superannuation  Scheme,  1909  : — 

Members’  Contributions 

693  12  8 

674 

9  ,,  Profit  on  Farming 

271  6  6 

275 

Carried  forward  *  ... 

£419,395  10  8 

£404,969 

10 


D-— REVENUE 
For  the  Year  ended 


Dr. 


1916. 

£ 

34,046 


4,990 

1,851 

1,194 

696 

309 

178 

51 

40,970 

185 

380 

5,232 

239 

21 

56,296  - 

£90,342 


£  8.  d. 

Brought  forward  ... 

•  •  • 

Maintenance  of  Works,  and 

Distribution  of  Water — 

continued. 

4 

General. 

15  To  Maintenance  and  Renewal 

of  Mains  and  Meters 

6,617  1  8 

16  ,,  Salaries  ... 

1,712  16  2 

17  ,,  Waste  Inspection 

1,436  4  1 

Superannuation  Scheme, 

1909:— 

18  ,,  Superannuation 

Allowances  ...  602  9  4 

19  ,,  Pensions  to  Offi- 

cers  &  Servants  301  17  0 

20  ,,  Optional  Allow- 

ances  .  160  4  0 

1,064  10  4 

21  ,,  Workmen’s  Compensation 

66  17  4 

22  ,,  Rates  and  Taxes  ... 

38,895  12  11 

23  ,,  Rents,  Tithes,  Easements, 

and  Wayleaves  ... 

195  18  2 

24  ,,  Chemical  and  Bacterio- 

logical  Examination  of 

Water 

356  7  2 

25  ,,  General  Wages  ... 

5,946  16  9 

26  ,,  National  Insurance  Act, 

Part  I.  (Health) 

223  19  3 

27  ,,  National  Insurance  Act, 

Part  II.  (Unemployment) 

8  7  9 

Carried  forward 

... 

Year  to 

31st  March,  1917. 


£  8.  d. 

41,218  2  10 


56,524  11  7 


£97,742  14  5 
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ACCOUNT — continued. 

31st  March,  1917.  £r. 


Brought  forward  ... 


Year  to 

31st  March,  1917. 


1916. 


£  s.  d. 
419,395  10  8 


£ 

404,969 


i 


Carried  forward  ... 


£419,395  10  8 


£404,969 


□  .-“REVENUE 

For  the  Year  ended 


3*. 


1916. 

£ 


90,342 


14,537 

661 

65 


1,032 


28  To 

29  „ 

30  „ 


31 

32 


176 


4,426 


3,041 

1,516 

220 

101 


Brought  forward 
Management. 

Office  Salaries 
Meter  state-taking 
Pensions  prior  to  1897 
Scheme  ... 

Superannuation  Soheme, 
1909  : — 

Superannuation 
Allowances...  1017  9  11 
Con  tributions 
returned  on 
decease  or 
retirement  of 
Members  ...  164  15  8 


s.  d. 


15,029  14  8 
669  12  3 

65  0  0 


Year  to 

31st  March,  1917. 


£  S.  d. 
97,742  14  5 


33 

34 


35 

36 

37 


,,  Office  and  Incidental 
Expenses 

,,  Bank  Commission  and 
Share  of  Loans  Fund 
Management  Expenses... 
,,  Abatements 
,,  Bad  Debts 

Law  and  Professional 


II 


1,182  5  7 

4,451  16  0 


3,019  4  6 
1,060  10  11 
153  16  0 

95  2  6 


25,775 

25,727  2  5 

38  ,,  Loss  on  Testing  Water  Fit- 

tings  and  Laying  and 

112 

Maintenance  of  Services 

•  •  • 

•  •  • 

1,964 

39  ,,  Revision  of  Water  Rental 

•  •  • 

620  11  5 

40  ,,  Offices  at  Council  House, 

Payment  to  Gas  Depart- 

2,000 

ment  ...  ...  ... 

2,000  0  0 

41  ,,  Loss  on  Hydraulic  Power 

547 

Supplies  ... 

•  •  • 

680  13  7 

42  ,,  Special  Expenses  re  War  : 

Allowances  to  Em- 

2,966 

ployees  O.H.M.S. 

3,404  10  7 

15,898 

Protection  of  Works 

4,571  15  11 

7,976  6  6 

139,604 

134,747  8  4 

43  ,,  Balance  carried  to  Profit 

265,365 

and  Loss  Account  (E)  ... 

284,648  2  4 

£404,969 

£419,395  10  8 

13 


ACCOUNT — continued. 
31st  March,  1917. 


Brought  forward 


3 1st  MarchTl917. 


£  8.  d. 

419,395  10  8 


£419,395  10  8 


1916. 

£ 

404,969 


£404,969 


14 


Dr. 


E. — PROFIT  AND 


For  the  Year  ended 


• 

Year  to 

1916. 

31st  March,  1917. 

£ 

£  8.  d. 

23,482 

1  To  Balance  brought  from  last  Account 

40,722  18  11 

43,929 

2  „  Annuities 

••  •••  ••• 

43,390  17  6 

3  ,,  Interest  under  Acts  1875  and  1879. 

21,635 

On  Birmingham  Cor- 

poration  Stock  (in- 

eluding  share  of  costs 

of  issue)  . 

21,416  9  6 

1,352 

On  Advances  from  Gas 

Department  Sinking 

Fund . 

2,154  19  2 

22,987 

— 

23,571  8  8 

4  ,,  Interest  under  Acts  1892,  &c. 

120,253 

On  Mortgages  and  Loans 

133,925  14  9 

77,368 

On  Birmingham  Corpo- 

ration  Stock  (including 

share  of  costs  of  issue) 

77,174  10  0 

10,044 

Discount  on  issue  of  Bir- 

mingham  Corporation 

Bills . 

3,367  14  7 

207,665 

— 

214,467  19  4 

5  ,,  Redemption  of  Debt. 

13,417 

Sinking  Fund  for  Extinc- 

tion  of  Annuities 

13,786  3  1 

Corporation  Loans 

Fund  for  Redemption 

of  Stock,  viz. : — 

2,934 

3£%  Stock  3,043  9  5 

7,839 

3  %  Stock  8,087  17  11 

18,662 

2£%  Stock  19,147  11  4 

30,278  18  8 

29,435 

Sinking  Fund  for  Redemp- 

5,438 

tion  of  Mortgages 

12,361  9  2 

34  873 

d9 £  10  11 

5,863 

6  ,,  Bank  Interest 

•  •  • 

3,932  5  1 

£352,216 

£ 

i 

382,512  0  5 
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LOSS  ACCOUNT. 


£r. 


31st  March,  1917. 


Year  to 

31st  March,  1917. 

£  s.  d. 

1  By  Balance  of  Revenue  Account  (D)  ... 

284,648  2  4 

2  ,,  Hydraulic  Power  Account 

in  respect  of 

Capital  Charges  relative  to  the  Hydraulic 

Installation,  viz.  : — 

Interest  under  Acts 

1875  and  1879  ... 

105  2  10 

Interest  under  Acts 

1892,  &c.  ... 

294  2  0 

Sinking  Fund  under 

Aots  1875  and  1879 

660  2  11 

Sinking  Fund  under 

Acts  1892,  &c. 

88  4  5 

1,147  12  2 

3  ,,  Contributions  from  Borough  Fund  and  Rate 

Account  : — 

Supplementary  in  respect  of  1915-16 

40,000  0  0 

Ordinary  in  respect  of  1916-17 

55,000  0  0 

4  ,,  Balance  to  be  carried  to  next  Account 

1,716  5  11 

£ 

382,512  0  5 

1916. 

£ 

265,365 


125 

295 

641 

67 


45,000 

40,723 

£352,216 


§v.  F-. HYDRAULIC  POWER 

For  the  Year  ended 


1916. 

Year  to 

31st  March,  1917. 

£ 

£ 

s. 

d. 

97 

1 

To  Ground  Rent  ... 

96 

15 

0 

338 

2 

,,  Rates  on  Buildings 

337 

10 

0 

513 

3 

„  Salaries  and  Wages  at  Station 

497 

9 

1 

231 

4 

(1  q  a 

f  |  CiJ  O  •  •  •  •••  •  •••  ••• 

200 

1 

8 

136 

5 

) j  Stoies,  &c.  •••  •••  •••  ••• 

91 

12 

2 

239 

6 

,,  Water  (8,241,000  Gallonsat  6d.  per  1,000 

206 

0 

6 

Gallons) 

1,554 

1,429 

8 

5 

581 

7 

,,  Balance  carried  forward 

466 

18 

7 

2,135 

£ 

1,896 

7 

0 

8 

To  Charges  on  Capital  Outlay,  viz. : — 

On  Balances  outstanding — 

125 

Under  Acts  1875  and  1879,  £3,504  16s.  Od. 

105 

2 

10 

295 

Under  Acts  1892,  &c.,  £9,803  7s.  4d. 

294 

2 

0 

641 

Sinking  Fund  under  Acts  1875  and  1879  ... 

660 

2 

11 

67 

Sinking  Fund  under  Acts  1892,  &c. 

88 

4 

5 

£1,128 

£ 

1,147 

12 

2 

SUPPLY  ACCOUNT. 


Cr. 


31st  March,  1917. 


Year  to 

31st  March,  1917. 

1916. 

1  By  Charges  for  Power 

£  s.  d. 

1,896  7  0 

£ 

2,135 

£ 

1,896  7  0 

2,135 

2  By  Balance  brought  forward 

466  18  7 

581 

3  ,,  Balance  being  loss  for  the  year  carried 
to  Revenue  Account  “  D  ” 

680  13  7 

547 

£ 

1,147  12  2 

£1,128 
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G.— SINKING  FUND  FOR 

For  the  Year  ended 


IP*- 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

61,570  5  2 

2  ,,  Purchase  of  £211  6s.  lOd.  Annuities 

(capitalized  at  25  years’  purchase)  as 

per  Capital  Account  B  ...  ...  ...  £5,283  10  10 

Less  discounts  on  Annuities  purchased...  1,051  10  5 

-  4,232  0  5 

£65,802  5  7 

Dr. 


H  —  BALANCE  SHEET 


£  b.  d. 


1  To  Capital  Account  No.  1,  as  per  Account  B 

2  ,,  Capital  Account  No.  2,  as  per  Account  C 

3  ,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891  ...  ...  . . .  •••  . . . 

4  ,,  Annuities  accrued  to  date  ...  ...  10,813  16  6 

5  ,,  Interest  accrued  to  date  ...  ...  58,766  3  9 


£  s.  d. 
2,097,859  18  8 
6,350,669  0  0 

1,500  0  0 


6  ,,  Trade  Creditors  : — 


On  Capital  Account  ...  £52  17  11 

On  Revenue  Account...  32,860  5  2 


32,913  3  1 


7  ,,  Amount  due  to  the  Sinking  Fund  for 

Gas  Annuities  in  respect  of  moneys 
applied  under  the  provisions  of 
Section  51  of  the  Birmingham 
Corporation  Act,  1914 


102,493  3  4 


52,016  2  6 


8  ,,  Treasurer  of  the  City  : — 

On  Revenue  Account 


111,764  9  11 


£8,716,302  14  5 


18th  May ,  1917. 


E.  ANTONY  LEES, 

Secretary. 
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ANNUITIES  ACCOUNT.  Qtr. 

31st  March,  1917. 


£ 

s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (E) 

13,786 

3  1 

2  ,,  Balance  to  be  carried  to  next  Account 

52,0.16 

2  6 

(This  amount  is  covered  by  an  application  of  moneys  from  the  Sinking 
Fund  for  Gas  Annuities  under  the  provisions  of  Section  51  of  the  Birming¬ 
ham  Corporation  Act,  1914.) 

£65,802 

5  7 

31st  March,  1917.  <£r. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  B 

2,097,859  18  8 

( 

,,  Capital  Account  No.  2,  as  per  Account  C  — 

2  On  Elan  Supply 

5,852,445  5  9 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

301,466  10  8 

• 

5  ,,  Profit  and  Loss  Account,  as  per  Account  E — 

Balance  at  Debit  thereof 

1,716  5  11 

6  ,,  Sinking  Fund  Account,  as  per  Account  G — 

Balance  at  Debit  thereof 

52,016  2  6 

7  ,,  Debtors  for  WTater  Rates,  Services,  &c. 

180,376  11  9 

8  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores... 

33,128  13  6 

9  ,,  Treasurer  op  the  City— 

On  Capital  Account  No  2  . 

5,080  15  9 

10  ,,  Cash  in  hands  of  Secretary 

483  4  2 

£8,716,302  14  5 

Examined  and  found  correct, 

HOWARD  SMITH,  SLOCOMBE,  &  Co., 

Auditors. 
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i.— COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


$ 

1915. 

1916. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates... 

95,863 

124,062 

Domestic — At  Occupiers’  Rates 

87,934 

98,413 

"Rp  fh  q 

JL  J  Lb  U  XT  Q  •••  •  •  9  •••  •••  •••  •••  ••• 

12,312 

12,435 

Hose  Pipe  and  Garden  Taps  ... 

2,060 

2,283 

*Public-houses  ... 

5,157 

6,479 

Totals  from  Domestic  Supplies 

203,316 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies...  ...  ...  ...  ... 

9,043 

Private  Fire  Appliances 

17,845 

1,524 

Lock-up  Shops,  Offices,  and  Warehouses 

14,495 

Churches,  Chapels,  and  Schools 

849 

796 

Unmeasured  Supplies  for  Building  Purposes 

479 

301 

Totals  from  Unmeasured  Trade  and  Miscellaneous 
Supplies 

19,173 

MEASURED  SUPPLIES. 

Trade  Supplies... 

95,516 

113,343 

Railways,  Street  and  Road  Watering,  etc.  ... 

10,250 

10,771 

Totals  from  Measured  Supplies 

105,766 

SUPPLIES  IN  BULK  . 

7,620 

TOTAL  RENTAL 

335,875 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1916  and  1917. 


Totals  for  1916. 

1917. 

Totals  for  1917. 

Difference. 

Percentage. 

Increase  + 

Increase. 

Decrease. 

Decrease  - 

£ 

£ 

£ 

£ 

£ 

125,383 

1,321 

1-06  + 

99,286 

873 

0*89  + 

12,660 

225 

1*80  + 

2,391 

108 

4*73  + 

6,286 

193 

2*98  - 

243,672 

246,006 

2,334 

0*96  + 

8,646 

897 

4*39  - 

1,597 

73 

4*72  + 

14,889 

894 

2-72  + 

798 

2 

0-25  + 

148 

153 

50*83  - 

26,159 

26,078 

* 

81 

0-31  - 

• 

125,863 

12,520 

11-05  + 

9,205 

1,566 

14-53  - 

124,114 

135,068 

10,954 

8*83  + 

393,945 

• 

407,152 

13,207 

3*35  + 

7,171 

7,837 

666 

9*29  + 

401,116 

414,989 

13,873 

3-46  + 

K.— ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


Total  average  consumption  per 
day  ...  ...  ... 

1910. 

19*814  m.  g. 

1911. 

20*507  m.g. 

1912. 

22*763  m.  g. 

Maximum  Day  : — 

D  ate  •••  ••• 

22nd  May,  1909 

21st  June,  1910 

16th  Feb.,  1912 

Quantity  .. 

25*370  m.  g. 

25*822  m.g. 

35*008  m.  g. 

Estimated  average  population 
in  supply  for  the  year,  based 
on  4*5  persons  per  house 
on  the  average  number  of 
houses  in  supply  ... 

825,566 

836,406 

845,636 

Average  population  in  supply 
estimated  on  data  furnished 
by  the  Medical  Officer  of 
Health  for  the  City 

Average  gross  consumption 
per  head  per  day... 

24*00  galls. 

24*52  galls. 

26*92  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  &c. 

5*47  galls. 

5*97  galls. 

6*68  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies, 
calculated  on  the  basis  of 
the  rental,  reckoning  6d. 
(the  minimum  meter  rate) 
to  represent  1,000  gallons 

3*54  galls. 

3*55  galls. 

3*53  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

14*99  galls. 

15*00  galls. 

16*71  galls. 
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SUMPTION  PER  HEAD  PER  DAY. 

MARCH  31st. 


1913. 

22*404  m.  g. 

1914. 

23*393  m.g. 

1915. 

24*058  m.g. 

1916, 

25*644  m.g. 

1917. 

28*088  m.  g. 

18th  July,  1912 

29*475  m.  g. 

19th  June,  1913 

28*324  m.  g. 

1st  July,  1914 

32*349  m.g. 

5th  June,  1915. 

30*647  m.g. 

22nd  Feb.,  1917 

38'820  m.  g. 

851,895 

856,346 

860,807 

— 

— 

— 

— 

— 

902,712 

907,262 

26*30  galls. 

27*32  galls. 

27*95  galls. 

28*41  galls. 

30*96  galls. 

6*68  galls. 

7*38  galls. 

7*80  galls. 

8*45  galls. 

9*63  galls. 

3*40  galls. 

3*43  galls. 

3*11  galls. 

3*12  galls. 

3*16  galls. 

16*22  galls. 

16*51  galls. 

17*04  galls. 

16*84  galls. 

18*17  galls. 

OF  DISTRIBUTION  OF  WATER. 


24 


53  weeks 


J3  I  It  M  I N  G  H  A  M  . 


3 


s.l 


C  I T  Y  0  F 


IReport 


TO  THE 

MEETING  OF  THE  COUNCIL  TO  BE  HELD 
ON  THE  4th  DAY  OF  JUNE,  1918. 


ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
for  the  year  ended  March  31st,  1918. 

The  Water  Rates  and  Charges  show  an  increase  of  £39,926,  that  is 
9-62  per  cent.  The  total  includes  the  increase  yielded  by  the  Revised 
Scale  of  Charges  for  Metered  Supplies  which  has  been  in  operation  for 
nine  months,  the  amount  of  which  is  estimated  at  £34,363.  Excluding 
this  amount  from  the  total,  and  also  the  figures  for  the  bulk  supply  to 
Coventry,  the  percentage  of  increase  due  to  normal  growth  is  D51  per 
cent.,  against  a  net  increase  of  2-13  per  cent,  for  last  year. 

The  Revenue  Account  shows  a  gross  profit  of  £299,666,  against 
£284,648  a  year  ago,  being  an  increase  of  £15,018. 

The  charges  for  Annuities  and  Interest  shown  in  the  Profit  and  Loss 
Account  amount  to  £289,868,  against  £284,963  a  year  ago,  being  an 
increase  of  £4,905,  attributable  to  the  increase  in  the  rate  of  interest. 

The  charges  for  Redemption  of  Debt  amount  to  £69,631,  against 
£55,678,  being  an  increase  of  £13,953,  £1,110,669  loans  having  come  into 
charge  for  redemption  for  the  first  time. 

The  increase  in  the  capital  charges  is  thus  £18,858,  being  £3,840 
more  than  the  increase  in  the  balance  on  the  Revenue  Account,  by  which 
amount  the  deficiency  of  the  year  exceeds  that  of  last  year. 

The  balance  of  this  year’s  working  shows  a 

deficiency  of  ...  ...  ...  ...  ...  £59,833  0  0 

(as  against  £55,993  last  year) 

Adding  to  this  the  balance  brought  forward 

O  O 

from  last  year ...  ...  ...  ...  ...  1,716  0  0 


The  total  to  be  provided  is  ... 

There  has  been  received  from  the  rates  during 
the  year  the  sum  of  ... 


£61,549  0  0 
£55,000  0  0 


Leaving  an  adverse  balance  to  be  carried 
forward  of 


£6,549  0  0 


* 


¥  1  . 


2 

which  your  Committee  recommend  shall  be  covered  by  a  transfer  from  the 
Borough  Fund  and  Bate  Account  as  a  payment  on  account  of  the 
amount  already  included  in  the  Estimate  for  the  Borough  Rate 
1918-19. 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  sub¬ 
mitted  with  this  report.  The  average  daily  distribution  within  the  area  of 
supply  has  been  29-420  million  gallons  against  28  088  m.g.  in  the  previous 
year,  being  an  increase  of  4  74  per  cent,  against  9*53  percent.  There  has 
been  an  increase  in  the  Low  Level  Zone  of  13-27  per  cent.,  and  in  the  High 
Level  Zone  of  6-12  per  cent ,  whereas  in  the  Middle  Level  Zone  there  has 
been  a  decrease  of  155  per  cent.  The  Domestic  and  Unmeasured  Supplies 
have  increased  7T6  per  cent ,  while  the  Measured  Supplies  show  a  small 
decrease  of  -60  per  cent.  The  bulk  supply  to  Coventry  lias  also  decreased 
7-23  per  cent.  The  weather  conditions,  both  in  the  summer  half  and  the 
winter  half  of  the  year,  have  been  favourable  to  the  operations  of  the 
Department,  and  this  circumstance  has  doubtless  contributed  materially 
to  the  moderate  growth  in  the  consumption  of  water  as  compared  with 
the  abnormal  consumption  in  the  previous  year. 

MR.  O.  T.  CLARK,  CHIEF  INSPECTOR  OF  PLUMBING. 

On  the  6th  June,  1916,  by  Minute  23,336,  the  Council  resolved  to 
retain  the  services  of  Mr.  O.  T.  Clark  for  a  period  of  two  years  beyond 
the  age  of  65  years,  which  two  years’  extension  will  expire  at  the  end  of 
September  next.  Owing  to  the  War  the  circumstances  are  still  unfavour¬ 
able  to  the  selection  of  a  successor,  and  your  Committee,  with  Mr.  Clark’s 
consent,  recommend  that  his  term  of  service  be  further  extended  to  31st 
December,  1919. 
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gltr.  B. — CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 


Foe  the  Year  ended 


Expenditure  t® 

31st  March,  1917. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March,  1918. 

- 

1  To  Expenditure  to  31st  March. 

£  8.  d. 

£  s.  d. 

£  s.  d. 

1917 . 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

£2,097,859  18  8 

Dr.  C— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


Foe  the  Yeak  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1917 

5,852,445  5  9 

2  ,,  Expenditure  since  that  date 

6,437  16  1 

Total  carried  to  Balance  Sheet 

...  ... 

5,858,883  1  10 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Birming- 

ham  Corporation  Water  Act. 

1902,  to  31st  March,  1917 

191,729  5  9 

Total  carried  to  Balance  Sheet 

•  •  •  •  •  • 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1917 

301,466  10  8 

5  ,,  Expenditure  since  that  date 

9,073  2  0 

Total  carried  to  Balance  Sheet 

... 

310,539  12  8 

£6,361,152  0  3  i 

3 


(CORPORATION)  WATER  ACTS,  1875  AND  1879. 
31st  March,  1918. 


Capital  at 

31st  March,  1917. 

Additions  + 
or  Reductions  — 
during  the 
Half-year. 

Capital  at 

31st  March,  1918. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities  ... 

1,081,382  7  11 

-  7,072  1  8 

1,074,310  6  3 

2  ,,  Birmingham  Corporation 

34  %  Stock 

407,539  1  9 

* 

407,539  1  9 

3  ,,  Birmingham  Corporation 

3  %  Stock 

191,511  5  3 

* 

•  •  • 

191,511  5  3 

4  ,,  Birmingham  Corporation 

2^  %  Stock 

12,431  8  9 

* 

12,431  8  9 

Total  Amount  Outstanding 

5  ,,  Annuities  redeemed  and 

Stock  cancelled  from 

Sinking  Fund 

404,995  15  0 

+  7,072  1  8 

1,685,792  2  0 

412,067  16  8 

Total  carried  to  Balance  Sheet 

•  • « 

£2,097,859  18  8 

CORPORATION)  WATER  ACTS,  1892,  1902  AND  1907.  Sr. 

31st  March,  1918. 


1  By  Birmingham  Corporation 

%  Stock 

59,509  9  5 

* 

59,509  9  5 

2  ,,  Birmingham  Corporation 

3  %  Stock  ... 

1,360,094  13  3 

* 

•  •  • 

1,360,094  13  3 

3  ,,  Birmingham  Corporation 

2£  %  Stock 

1,197,684  17  8 

* 

1,197,684  17  8 

1  ,,  Mortgages  and  Loans 

3,583,487  8  1 

-17,112  11  1 

3,566,374  17  0 

Total  Amount  Outstanding 

. . . 

6,183,663  17  4 

5  ,,  Stock  cancelled  or  trans- 

ferred  and  Loans  repaid 

from  Sinking  Fund 

149,892  11  7 

+  17,112  11  1 

167,005  2  8 

Total  carried  to  Balance  Sheet 

... 

... 

6,350.669  0  0 

6  ,,  Balance  of  Capital  Account 

•  •  • 

•  •  • 

10,483  0  3 

£6,361,152  0  3 

» 


The  annual  instalments  on  these  Stocks,  amounting  to  £39,122  Is.  4d,,  are  temporarily  invested  in  War  Stock. 
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D  — REVENUE 

For  the  Year  ended 


IP*. 


1917. 

£ 

Maintenance  of  Works,  and 
Distribution  of  Water. 

£ 

s. 

d. 

Old  Supply. 

1 

To  Pumping,  including 

Salaries,  Wages,  Coal,  and 

14,281 

Stores  at  Pumping  Stations 

20,786 

19 

11 

374 

2 

,,  Filtration... 

1,444 

14 

10 

3 

,,  Maintenance  of  Engines 

2,962 

and  Boilers 

3,060 

5 

3 

4 

,,  Maintenance  of  Eeservoirs 

2,418 

and  Pumping  Stations 

2,235 

1 

7 

20,035 

Elan  Supply. 

5 

,,  Filtration  and  Hardening 

3,257 

6 

(Elan  Valley)  ... 

,,  General  Maintenance  and 

4,149 

17 

4 

Supervision  of  Elan 

1,176 

7 

Valley  Works  ... 

,,  Administration  of  Elan 

1,896 

3 

7 

115 

8 

Village  ... 

,,  Maintenance  and  Super- 

215 

16 

4 

7,123 

9 

vision  of  Aqueduct 
,,  Pumping  at  Frankley  and 

6,993 

2 

0 

5,477 

Monument  Road 

7,508 

6 

0 

10 

,,  Maintenance  of  Engines 

and  Boilers  at  Frankley 

651 

and  Monument  Road  ... 

887 

12 

11 

1,488 

11 

,,  Filtration  (Frankley) 

2,625 

2 

10 

12 

,,  Maintenance  of  Filters 

571 

13 

(Frankley) 

,,  Maintenance  of  Works 

618 

0 

10 

636 

14 

(Frankley) 

,,  General WorkingExpenses 

695 

4 

5 

689 

21,183 

and  Wages  (Frankley) 

940 

4 

11 

£41,218 

Carried  forward 

•  •  • 

Year  to 

31st  March,  1918. 


£  S.  d. 


27,527  1  7 


26,529  11  2 


£54,056  12  9 


5 


ACCOUNT.  0 It. 

31bt  March,  1918. 


Year  to 

31st  March,  1918. 

1917. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  447,654  2  9 

* 

407,152 

2  ,,  Ditto  ditto  ditto 

Supply  in  bulk  ...  ...  7,260  13  0 

7,837 

454,914  15  9 

3  ,,  Profit  on  Testing  Water  Fittings  and 

Laying  and  Mantenance  of  Services... 

586  3  10 

394 

4  ,,  Net  Rents  of  Lands,  &c.  (Old  Works  and 

Elan  Aqueduct)  ... 

2,367  14  1 

1,840 

5  ,,  Net  Rents  of  Lands,  &c.  (Elan  Watershed) 

927  8  4 

1,145 

6  ,,  Net  Receipts  on  Fishing  ... 

190  13  4 

54 

7  ,,  Transfer  Fees 

9  2  6 

8 

S  ,,  Superannuation  Scheme,  1909  : — 

Members’  Contributions 

761  6  10 

694 

9  ,,  Profits  on  Farming 

271 

Carried  forward 

£459,757  4  8 

£419,395 

Dr. 


1917. 

£ 

41,218 


6,617 

1,713 

1,436 

603 

302 

160 

67 

38,896 

196 

356 

5,947 

224 

8 

56,525  - 

£97,743 


6 


For 


£  s. 

Brought  forward  ... 

Maintenance  of  Works,  and 
Distribution  of  Water  — 
continued. 

General. 

15  To  Maintenance  and  Renewal 

of  Mains  and  Meters  ...  5,682  12 

16  ,,  Salaries  ...  ...  ...  1,930  6 

17  ,,  Waste  Inspection'  ...  2,402  12 

Superannuation  Soheme, 

1909 : — 

18  ,,  Superannuation 

Allowances  ...  603  15  11 


19  ,,  Pensions  to  Offi¬ 

cers  &  Servants  260  19  2 

20  ,,  Optional  Allow¬ 

ances  .  120  0  8 

-  984  15 

21  ,,  Workmen’s  Compensation  35  18 

22  ,,  Rates  and  Taxes ...  ...  40,577  16 

23  ,,  Rents,  Tithes,  Easements. 

and  Wayleaves  .. .  ...  208  17 

24  ,,  Chemical  and  Bacterio¬ 

logical  Examination  of 

Water  .  ...  ...  375  9 

25  ,,  General  Wages  ...  ...  |  6,809  2 

26  ,,  National  Insurance  Act, 

Part  I.  (Health)  ...  242  16 

27  ,,  National  Insurance  Act, 

Part  II.  (Unemployment)  13  3 


6 

8 

8 


9 

1 

6 

0 

2 

2 

6 

8 


Carried  forward 


Q.— REVENUE 

the  Year  ended 


Year  to 

31st  March,  1918. 


£  s.  d. 
54,056  12  9 


59,263  10  8 


£113,320  3  5 


7 


ACCOUNT — continued. 

31st  March,  1918. 


Brought  forward  ... 


Year  to 

31st  March,  1918. 


£  s.  d. 

459,757  4  8 


I 


I 

i 


Carried  forward  ... 


£459,757  4  8 


<Lt 

1917. 

£ 

419,395 


£419,395 
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D  —  REVENUE 
For  the  Year  ended 


1917. 


97,743 


15,030  28 
670  29 
65  30 


1,017  31 

32 


To 


y  y 

y  J 


y  y 


165 


Brought  forward 
Management. 

Office  Salaries 
Meter  state-taking 
Pensions  prior  to  1897 
Scheme  ... 

Superannuation  Scheme, 
1909  : — 

Superannuation 
Allowances...  954  14  0 
Contributions 
returned  on 
decease  or 
retirement  of 
Members  ...  123  18  4 


4,452 

33  ,,  Office  and  Incidental 

Expenses  ... 

34  ,,  Bank  Commission  and 

Share  of  Loans  Fund 

3,019 

Management  Expenses... 

1,060 

35  ,,  Abatements 

154 

36  ,,  Bad  Debts 

37  ,,  Law  and  Professional! 

95 

Charges  ... 

25,727 

38  ,,  Works  for  Utilization  of 

— 

Eiver  Blythe  (on  Account) 

620 

39  „  Eevision  of  Water  Eental 

2,000 

40  ,,  Offices  at  Council  House, 

Payment  to  Gas  Departs 

ment  ...  ...  . . .  j 

681 

41  ,,  Loss  on  Hydraulic  Power 

Supplies  ... 

3,404 

42  ,,  Special  Expenses  re  War  : 

Allowances  to  Em- 

ployees  O.H.M.S.  ... 

4,572 

Protection  of  Works 

7,976 

— 

43  ,,  Loss  on  Farming ... 

134,747 

284,648 

£419,395 


44 


)> 


Balance  carried  to  Profit 
and  Loss  Account  (E)  ... 


£  s.  d. 


17,441  10  4 
688  9  1 

65  0  0 


1,078  12  4 

4,921  4  8 

3,042  3  7 

1,205  1  11 
144  14  9 

132  11  5 


4,188  4  2 

6,622  11  0 


Year  to 

31st  March,  1918. 


£  S.  d. 

113,320  3  5 


28,719 

8 

1 

4,000 

0 

0 

188 

17 

9 

2,000 

0 

0 

1,011 

5 

11 

10,810 

15 

2 

40 

19 

2 

160,091 

9 

6 

299,665 

15 

2 

£459,757 

4 

8 

9 


ACCOUNT — continued. 
31st  March,  1918. 


Brought  forward 


1917. 

£ 

419,395 


£419,395 


10 


Dr.  E—  PROFIT  AND 

For  the  Year  ended 


1917. 

£ 

40,723 

43,391 


23,571 


21,416 


2,1  55 


133,926 


77,174 


214,468 


13,786 


3,368 


3,043 

8,088 

19,148 


30,279 

12,362 

3,932 


£382,512 


Year  to 

31st  March,  1918. 

£ 

s. 

d. 

1 

To  Balance  brought  from  last  Account 

1,716 

5 

11 

2 

,,  Annuities 

•  •  •  • 

•  •  • 

43,133 

11 

5 

3 

„  Interest  under  Acts  1875  and  1879. 

On  Birmingham  Cor- 

poration  Stock  (in¬ 
cluding  share  of  costs 

of  issue) 

On  Advances  from  Gas 

21,190 

4 

11 

Department  Sinking 

Fund  ... 

1,820 

11 

4 

23,010 

16 

3 

4 

,,  Interest  under  Acts  1892,  &c. 

On  Mortgages  and  Loans 
On  Birmingham  Corpo- 

143,050 

17 

1 

ration  Stock  (including 
share  of  costs  of  issue) 

78,215 

16 

1 

Discount  on  issue  of  Bir- 

mingham  Corporation 
Bills  ...  ...  ... 

221,266 

13 

<2 

5 

,,  Redemption  op  Debt. 

Sinking  Fund  for  Extinction  of  Annuities 

14,165 

5 

6 

The  following  amounts  are  pro- 

vided  for  Redemption  of  Stock, 
and  temporarily  invested  in 
War  Stock,  viz.  : — 

3-2%  Stock  ... 

3,157 

6 

9 

3  %  Stock  ... 

16,318 

13 

2 

2^%  Stock  ... 

19,646 

1 

5 

39,122 

1 

4 

Sinking  Fund  for  Re- 

demption  of  Mortgages 

17,112 

11 

1 

56,234 

12 

5 

U 

6 

,,  Bank  Interest,  &c. 

•  • 

2,834 

3 

3 

£ 

362,361 

7 

11 

11 


LOSS  ACCOUNT.  Xt. 

31st  March,  1918. 


Year  to 

1917. 

31st  March,  1918. 

£ 

T3 

00 

oU 

1  By  Supplementary  Contribution  from  Borough 

Fund  and  Rate  Account . 

•  •  •  •  •  •  • 

40,000 

2  ,,  Balance  of  Revenue  Account  (D)... 

299,665  15  2 

284,648 

3  ,,  Hydraulic  Power  Account 

in  respect  of 

Capital  Charges  relative  to  the  Hydraulic 

Installation,  viz.  : — 

Interest  under  Acts 

1875  and  1879  ... 

85  6  9 

105 

Interest  under  Acts 

1892,  &c.  ... 

291  9  0 

294 

Sinking  Fund  under 

Acts  1875  and  1879 

679  19  0 

660 

Sinking  Fund  under 

Acts  1892,  &c. 

89  4  10 

89 

1,145  19  7 

4  ,,  Contributions  from  Borough  Fund  and 

Rate  Account 

•  •  •••  ••• 

55,000  0  0 

55,000 

5  ,,  Balance  carried  to  Balance  Sheet ... 

6,549  13  2 

1,716 

£ 

362,361  7  11 

£382,512 
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pr.  F— HYDRAULIC  POWER 

For  the  Year  ended 


1917. 

Year  to 

31st  March,  1918. 

£ 

£  s.  d. 

97 

1  To  Ground  Rent  ... 

96  15  0 

337 

2  ,,  Rates  on  Buildings 

356  5  0 

497 

3  ,,  Salaries  and  Wages  at  Station 

599  11  2 

200 

A  CZ-  q  a 

2  |  |  VA  C*J  O  •  •  •  •••  •  <  •••  ••• 

222  19  3 

92 

,,  Stores,  &e.  ...  •••  •••  •«. 

50  17  10 

206 

6  ,,  Water  (7,264,000  Gallons) 

222  15  4 

1,429 

1,549  3  7 

467 

7  ,,  Balance  oarried  forward 

134  13  8 

1,896 

£ 

1,683  17  3  ■ 

8  To  Charges  on  CapitalOutlay,  viz. : — 

On  Balances  outstanding — 

1 

105 

Under  Acts  1875  and  1879,  £2,844  13s.  Id. 

85  6 

294 

Under  Acts  1892,  &c.,  £9,715  2s.  lid. 

291  9  0 

660 

Sinking  Fund  under  Acts  1875  and  1879  ... 

679  19  0 

89 

Sinking  Fund  under  Acts  1892,  &c. 

89  4  10 

i 

£1,148 

£ 

1,145  19  7 

SUPPLY  ACCOUNT. 


Cr. 


31st  March,  1918. 


Year  to 

31st  March,  1918. 

1917. 

1  By  Charges  for  Power 

£  s.  d. 

1,683  17  3 

£ 

1,896 

£ 

1,683  17  3 

1,896 

2  By  Balance  brought  forward 

134  13  8 

467 

3  ,,  Balance  being  loss  for  the  year  carried 
to  Ke  venue  Account  “  D  ” 

1,011  5  11 

00 

CO 

£ 

1,145  19  7 

£1,148 

! 
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Q— SINKING  FUND  FOR 
For  the  Year  ended 


&v. 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

52,016  2  6 

2  ,,  Purchase  of  £282  17s.  8d.  Annuities 

(capitalized  at  25  years’  purchase)  as 

per  Capital  Account  B  ...  ...  ...  £7,072  1  8 

Less  discounts  on  Annuities  purchased...  1,395  2  9 

5,676  18  11 

£57,693  1  5 

Dr. 


H— BALANCE  SHEET 


1  To  Capital  Account  No.  1,  as  per  Account  B 

2  „  Capital  Account  No.  2,  as  per  Account  C 

3  ,,  Redemption  Fund  (temporarily  invested 

in  War  Stock) 

4  ,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891 


5 

6 


8 


9  9 


Annuities  accrued  to  date 
Interest  accrued  to  date 


,,  Trade  Creditors: — 

On  Capital  Account  ...  £293  13  7 
On  Revenue  Account...  42,165  12  1 


,,  Amount  due  to  the  Sinking  Fund  for 
Gas  Annuities  in  respect  of  moneys 
applied  under  the  provisions  of 
Section  51  of  the  Birmingham 
Corporation  Act,  1914 

,,  Treasurer  of  the  City  : — 

On  Revenue  Account 
On  Capital  Account,  No.  2  ... 


s.  d. 


10,743  2  1 

61,916  6  7 


42,459  5  8 


123,741  5  4 

10,189  6  8 


£  8.  d. 

2,097,859  18  8 

6,350,669  0  0 
39,122  1  4 

1,500  0  0 


115,118  14  4 


43,527  15  11 


133,930  12  0 


£8,7  81,728  2  3 


E.  ANTONY  LEES, 

Secretary . 


May ,  1918. 


ANNUITIES  ACCOUNT. 


Cr, 


31st  March,  1918. 


£  s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (E) 

14,165  5  6 

2  ,,  Balance  to  be  carried  to  next  Account 

43,527  15  11 

(This  amount  is  covered  by  an  application  of  moneys  from  the  Sinking 

Fund  for  Gas  Annuities  under  the  provisions  of  Section  51  of  the  Binning- 

ham  Corporation  Act,  1914.) 

£57,693  1  5 

31st  March,  1918.  <£r. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  B 

2,097,859  18  8 

,,  Capital  Account  No.  2,  as  per  Account  C  — 

2  On  Elan  Supply 

5,858,883  1  10 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

310,539  12  8 

5  ,,  Birmingham  Corporation  Loans  Fund  —  Portion  of 

Fund  invested  applicable  to  Redemption  of  Cor- 

poration  Stock  ... 

39,122  1  4 

6  ,,  Profit  and  Loss  Account,  as  per  Account  E — 

Balance  at  Debit  thereof 

6,549  13  2 

7  ,,  Sinking  Fund  Account,  as  per  Account  G — 

Balance  at  Debit  thereof 

43,527  15  11 

8  ,,  Debtors  for  Water  Rates,  Services,  &c. 

194,628  6  1 

9  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores... 

37,972  19  9 

10  ,,  Cash  in  hands  of  Secretary 

915  7  1 

£8,781,728  2  3 

Examined  and  found  correct, 

HOWARD  SMITH,  SLOCOMBE,  &  Co  , 

Auditors , 
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|.— COMPARATIVE  ANALYSIS  OF  THE  EENTALS 


1916. 

1917. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates... 

124,062 

125,383 

Domestic — At  Occupiers’  Rates 

98,413 

99,286 

q  fli  q 

-L/  CL  l  li  U  •••  •••  •••  •••  •••  •••  iii 

12,435 

12,660 

Hose  Pipe  and  Garden  Taps  ... 

2,283 

2,391 

*Public-houses  ... 

6,479 

6,286 

Totals  from  Domestic  Supplies 

243,672 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies... 

9,043 

8,646 

Private  Fire  Appliances 

1,524 

1,597 

Lock-up  Shops,  Offices,  and  Warehouses 

14,495 

14,889 

Churches,  Chapels,  and  Schools 

796 

798 

Unmeasured  Supplies  for  Building  Purposes 

301 

148 

Totals  from  Unmeasured  Trade  and  Miscellaneous 

26,159 

Supplies 

MEASURED  SUPPLIES. 

Trade  Supplies... 

113,343 

125,863 

Railways,  Street  and  Road  Watering,  etc.  ... 

10,771 

9,205 

Totals  from  Measured  Supplies 

124,114 

393,945 

SUPPLIES  IN  BULK  . 

7,171 

TOTAL  RENTAL  . 

401,116 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1917  and  1918. 

/ 


Totals  for  1917. 

1918. 

Totals  for  1918. 

i 

Difference. 

Percentage. 

Increase 

Increase. 

Decrease. 

Decrease  - 

£ 

£ 

£ 

£ 

£ 

126,418 

1,035 

0-83  + 

101,349 

2,063 

2*08  + 

12,901 

241 

1-90  + 

2,312 

79 

3-30  - 

6,249 

37 

0*59  - 

246,006 

249,229 

3  223 

1-31  + 

8,701 

55 

0*64  + 

1,706 

109 

6-83  + 

15,297 

408 

2*74  + 

801 

8 

0*38  + 

55 

93 

62-84  - 

26,078 

26,560 

482 

1'85  + 

160,184 

34,321 

27-27  + 

11,681 

2,476 

26-90  + 

136,068 

171,865 

36,797 

27*24  + 

407,152 

447,654 

40,502 

9-95  + 

7,837 

7,261 

576 

7*35  - 

414,989 

454,915 

39,926 

9-62  + 

_ 
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K. — ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


Total  average  consumption  per 
day  ...  . 

1911. 

20507  m.g. 

1912. 

22-763  m.g. 

1913 

22*404  m.g. 

Maximum  Day  : — 

Date  ...  ...  ... 

21st  June,  1910 

lOthFeb.,  1912 

18th  July,  1912 

Quantity  . 

25-822  m.g. 

35-008  m.g. 

29*475  m.g. 

Estimated  average  population 
in  supply  for  the  year,  based 
on  4-5  persons  per  house 
on  the  average  number  of 
houses  in  supply  ... 

836,406 

845,536 

851,895 

Average  population  in  supply 
estimated  on  data  furnished 
by  the  Medical  Officer  of 
Health  for  the  City 

Average  gross  consumption 
per  head  per  day... 

24-52  galls. 

26-92  galls. 

26-30  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets  &c. 

5-97  galls. 

6-68  galls. 

6-68  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies, 
calculated  on  the  basis  of 
the  rental,  reckoning  6d. 
(the  minimum  meter  rate) 
to  represent  1,000  gallons 

3'55  galls. 

3*53  galls. 

3-40  galls. 

Nes  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Eire,  and  Waste 

15-00  galls. 

16*71  galls. 

16 '22  galls. 

% 
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SUMPTION  PEE  HEAD  PEE  DAY. 

MARCH  31st. 


1914. 

1915. 

1915, 

1917. 

1918. 

23*393  m.g. 

24*058  m.g. 

25*644  m.g. 

28*088  m.g. 

29*420  m.g. 

19th  June,  1913 

1st  July,  1914 

5th  June,  1915. 

22nd  Feb.,  1917. 

17th  Jan.,  1918 

28*324  m.g. 

32*349  m.g. 

30*647  m.g. 

38*820  m.g. 

39*406  m.g. 

856,346 

860,807 

902,712 

907,262 

911,616 

27*32  galls. 

27*95  galls.' 

28*41  galls. 

30*96  galls. 

32*27  galls. 

7*38  galls. 

7*80  galls. 

8*45  galls. 

9*63  galls. 

9*53  galls. 

3*43  galls. 

3*11  galls. 

3*12  galls. 

3*16  galls. 

3*20  galls. 

16*51  galls. 

17*04  galls. 

16*84  galls. 

18*17  galls. 

19  54  galls. 
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CITY 


UHlVEHSiTY  OF  iLUR3,3  LiCliARf 


AU 


G  2  0  1919 


OF  BIRMINGHAM 


IReport 

OF  THE 

WATER  COMMITTEE 

TO  THE 

MEETING  OF  THE  CITY  COUNCIL  TO  BE  HELD  ON 
THE  3rd  DAY  OF  JUNE,  1919. 


ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
for  the  year  ended  March  31st,  1919. 

The  Water  Bates  and  Charges  show  an  increase  of  £30,515,  that  is 
6/1  per  cent.  The  total  includes  the  increase  due  to  the  revisions  of 
the  Scales  of  Charges  for  Metered  Supplies  which  came  into  operation 
at  Midsummer,  1917  and  1918  respectively.  These  new  scales  account 
for  an  addition  of  £37,064  to  the  rental  for  the  year,  so  that  but  for  the 
revisions  there  would  have  been  a  reduction  of  £6,549  in  the  total  com¬ 
pared  with  the  previous  year.  The  £6,549  is  more  than  accounted  for 
by  the  falling  off  during  the  last  two  quarters  in  the  consumption  on 
measured  supplies,  consequent  on  the  cessation  of  war  activities. 

The  working  expenses,  including  reductions  in  minor  items  on  the 
Revenue  side  of  the  account,  have  increased  by  £55,550,  which  amount 
is  the  measure  of  the  effect  on  the  accounts  of  the  Department  of  the 
increases  in  wages  and  salaries,  enhanced  prices! — chiefly  of  coal — the 
assessment  for  Rates  in  Birmingham,  and  expenses  generally. 

The  gross  profit  is  thus  reduced  by  £25,035,  namely,  from  £299  666 
a  year  ago  to  £274,631. 


The  charges  for  Annuities  and  Interest  shown  in  the  Profit  and  Loss 
Account  amount  to  £294,148,  against'  £289,868  a  year  ago,  being  an 
increase  of  £4,280  attributable  to  the  increase  in  the  rate  of  interest. 


The  charges  for  Redemption  of  Debt  amount  to  £84,136,  against 
£69,631,  being  an  increase  of  £14,505,  £1,112,500  loans  having  come 
into  charge  for  redemption  for  the  first  time. 

The  increase  in  the  Capital  Charges  is  thus  £18,785. 


The  balance  of  this  year’s  working  shows  a  deficiency  of 

Add  to  this  the  balance  brought  forward  from  last 

year  . 


£103,653 

£6,549 


£H0,202 

There  has  been  received  from  the  Rates  during  the  year 

the  sum  of  .  £120,000 

Leaving  a  credit  balance  to  be  carried  forward  of 


£9,798 


2 


CONSUMPTION  OF  WATER 

The  usual  returns  relative  to  the  consumption  of  water  are  sub¬ 
mitted  with  this  Report.  The  average  daily  distribution  within  the 
area  of  supply  has  been  29*063  million  gallons,  against  29*420  m.g.  in 
the  previous  year,  being  a  decrease  of  1*21  per  cent.  In  the  previous 
year  there  was  an  increase  of  4*74  per  cent.  There  has  been  a  decrease 
in  the  Low  Level  Zone  of  3*55  per  cent.,  and  in  the  Middle  Level  Zone 
of  *91  per  cent.,  whereas  in  the  High  Level  Zone  there  has  been  an 
increase  of  1*39  per  cent.  The  domestic  and  unmeasured  supplies  have 
increased  1*10  per  cent.,  while  the  measured  supplies  show  a  decrease 
of  6*74  per  cent.  The  bulk  supply  to  Coventry  has  increased  14*91  per 
cent. 
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fltr.  B. — CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 


Foe  the  Yeae  ended 


1 

Expenditure  to 

31st  March,  1918. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March,  1919. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

i 1 3  •••  •  •  • 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

£2,097,859  18  8 

Dr.  0. — CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1918 

5,858,883  1  10 

2  ,,  Expenditure  since  that  date 

— 

3,950  14  1 

5,862,833  15  11 

Less  Sale  of  Frankley- 

Rubery  Railway 

•  •  • 

5,206  19  6 

Total  carried  to  Balance  Sheet 

•  •  • 

- - - 

5,857,626  16  5 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Birming- 

ham  Corporation  Water  Act, 

1902,  to  31st  March,  1918 

191,729  5  9 

Total  carried  to  Balance  Sheet 

•  •  • 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1918 

310,539  12  8 

5  ,,  Expenditure  since  that  date 

•  •  • 

2,857  6  8 

313,396  19  4 

Less  Depreciation  and  Sales 

•  •  • 

3,339  5  9 

Total  carried  to  Balance  Sheet 

- - 

310,057  13  7 

£6,359,413  15  9 

5 


(CORPORATION)  WATER  ACTS,  1875  AND  1879. 
31st  March,  1919. 


Capital  at 

31st  March,  1918. 

Additions  + 
or  Reductions  — 
during  the 
■*  Year. 

Capital  at 

31st  March,  1919, 

1  By  Annuities  ... 

£  s.  d. 

1,074,310  6  3 

£  s.  d. 

-  4,548  12  11 

£  S.  d. 

1,069,761  13  4 

2  ,,  Birmingham  Corporation 

%  Stock 

407,539  1  9* 

407,539  1  9 

3  ,,  Birmingham  Corporation 

3  %  Stock 

191,511  5  3* 

•  •  • 

191,511  5  3 

4  ,,  Birmingham  Corporation 

2  a  %  Stock 

12,431  8  9* 

•  •  • 

12,431  8  9 

Total  Amount  Outstanding 

5  ,,  Annuities  redeemed,  Stock 

cancelled,  and  Loans  re¬ 
paid  from  Sinking  Fund... 

•  •  • 

412,067  16  8 

+  4,548  12  11 

1,681,243  9  1 

416,616  9  7 

Total  carried  to  Balance  Sheet 

... 

•  •  4 

£2,097,859  18  8 

CORPORATION)  WATER  ACTS,  1892,  1902  AND  1907.  £r. 

31st  March,  1919. 


1  By 

Birmingham 

Corporation 

3i  %  Stock 

...  ... 

59,509 

9 

5* 

59,509 

9 

5 

2 

>! 

Birmingham 

Corporation 

3  %  Stock  ... 

... 

1,360,094 

13 

3* 

•  •  • 

1,360,094 

13 

3 

3 

u 

Birmingham 

Corporation 

2-J  %  Stock 

•  •  •  •  •  • 

1,197,684 

17 

8* 

•  •  • 

1,197,684 

17 

8 

4 

>  J 

Birmingham 

Corporation 

-  5,872 

1 

4 

Bills 

•  •  •  •  •  • 

•  •  • 

+  961,645 

16 

8 

955,773 

15 

4 

-961,645 

16 

8 

5 

)  ) 

Mortgages  and  Loans 

3,566,374 

17 

0 

-  23,868 

1 

1 

2,580,860 

19 

3 

Total  Amount  Outstanding 

•  •  • 

•  •  « 

6,153,923 

14 

11 

6 

>  } 

Stock  cancelled  or  trans- 

ferred  and 

Loans  repaid 

from  Sinking  Fund 

167,005 

2 

8 

+  29,740 

2 

5 

196,745 

5 

1 

Total  carried  to  Balance  Sheet 

•  •  0 

6,350.669 

0 

0 

7 

7  } 

Balance  of  Capital  Account 

»  •  • 

•  •  • 

8,744 

15 

9 

•  •  • 

•  •  • 

£6,359,413 

15 

9 

*  The  Annual  Instalments  on  these  Stocks,  paid  over  by  the  Water  Department,  amounting  to  £40,634  17s.  7d., 

are  temporarily  invested  in  War  Stock. 
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D,—  REVENUE 

For  the  Year  ended 


Year  to 

31st  March,  1919. 

1918. 

£ 

Maintenance  of  Works,  and 
Distribution  of  Water. 

£ 

3. 

d. 

£  s. 

d. 

Old  Supply. 

1 

To  Pumping,  including 

Salaries,  Wages,  Coal,  and 

20,787 

Stores  at  Pumping  Stations 

25,603 

14 

3 

1,445 

2 

,,  Filtration...  . 

1,047 

3 

9 

3 

,,  Maintenance  of  Engines 

3,060 

and  Boilers 

5,541 

2 

4 

4 

,,  Maintenance  of  Reservoirs 

2,235 

and  Pumping  Stations 

3,838 

17 

5 

36,030  17 

27,527 

Elan  Supply. 

9 

5 

,,  Filtration  and  Hardening 

4,150 

6 

(Elan  Valley)  ... 

,,  General  Maintenance  and 

4,895 

1 

9 

Supervision  of  Elan 

1,896 

7 

Valley  Works  ... 

,,  Administration  of  Elan 

3,245 

5 

9 

216 

3 

Village  ... 

,,  Maintenance  and  Super- 

217 

5 

0 

6,993 

9 

vision  of  Aqueduct 
„  Pumping  at  Frankley  and 

12,251 

19 

7 

7,509 

Monument  Road 

10,222 

7 

0 

10 

,,  Maintenance  of  Engines 

and  Boilers  at  Frankley 

888 

and  Monument  Road  ... 

1,045 

7 

7 

2,625 

11 

,,  Filtration  (Frankley) 

3,011 

2 

1 

12 

,,  Maintenance  of'  Filters 

618 

13 

(Frankley) 

,,  Maintenance  of  Works 

1,076 

16 

1 

695 

14 

(Frankley) 

,,  General WorkingExpenses 

690 

7 

7 

940 

26,530 

and  Wages  (Frankley) 

1,281 

10 

9 

37,937  3 

2 

£54,057 

Carried  forward 

•  • 

• 

£73,968  0 

11 

7 


ACCOUNT.  <fcr. 

31st  March,  1919. 


Year  to 

31st  March,  1919. 

1918. 

£  s.  d. 

£ 

1  By  Water  Bates  and  Charges  477,079  4  10 

447,654 

2  „  Ditto  ditto  ditto 

Supply  in  bulk  (Coventry)  8,350  13  4 

7,261 

485,429  18  2 

3  ,,  Profit  on  Testing  Water  Fittings  and 

Laying  and  Maintenance  of  Services 

■■  ■ 

586 

4  ,,  Net.  Bents  of  Lands,  &c.  (Old  Works  and 

^  ' 

Elan  Aqueduct)  ... 

2,013  18  10 

2,368 

5  ,,  Net  Bents  of  Lands,  &c.  (Elan  Watershed) 

731  15  3 

927 

6  ,,  Net  Beceipts  on  Fishing  ... 

94  19  5 

191 

7  ,,  Transfer  Fees 

7  10  0 

9 

8  „  Superannuation  Scheme,  1909  : — 

Members’  Contributions 

921  10  7 

761 

9  ,,  Profits  on  Farming 

! 

201  5  5 

• 

: 

Carried  forward 

£489,400  17  8 

£459,757 

1 

8 


Dr. 


Foe 


1918. 


£  £  s.  d. 

54,057  Brought  forward  ...  j 

Maintenance  of  Works,  and 
Distribution  of  Water — 
continued. 


General. 

15  To  Maintenance  and  Renewal 
5,683  of  Mains  and  Meters  ... 


.  1,930 

16  ,,  Salaries  ... 

2,402 

17  ,,  Waste  Inspection 

Superannuation  Scheme, 

1909:— 

604 

18  ,,  Superannuation 

Allowances  ...  561  6  0 

261 

19  ,,  Pensions  to  Offi- 

cers  &  Servants  288  5  9 

120 

20  ,,  Optional  Allow- 

ances  . 141  2  6 

36 

21  ,,  Workmen’s  Compensation 

40,578  j 

22  ,,  Rates  and  Taxes  ... 

23  ,,  Rents,  Tithes,  Easements, 

209 

and  Wayleaves  ... 

24  ,,  Chemical  and  Bacterio- 

logical  Examination  of 

375 

WTater 

6,809 

25  ,,  General  Wages  ... 

26  ,,  National  Insurance  Act, 

243 

Part  I.  (Health) 

27  ,,  National  Insurance  Act, 

13 

Part  II.  (Unemployment) 

59,263 

£113,320 

Carried  forward 

8,340  5  1 
2,123  10  11 
2,958  3  2 


990  14  3 

114  5  4 

53,673  2  1 

397  7  2 

428  12  4 

9,339  15  11 

226  19  9 

14  7  10 


D-— REVENUE 
the  Year  ended 


Year  to 

31st  March,  1919. 


£  S.  d. 

73,968  0  11 


78,607  3  10 


£152,575  4  9 


9 


ACCO  U  N  T — continued. 
31st  March,  1919. 


Brought  forward  . . . 


Carried  forward  ... 


£r. 


Year  to 

31sfc  March,  1919. 


£  S.  d. 

489,400  17  8 


1918. 

£ 

459,757 


£489,400  17  8 


£459,757 


y 


10 


D—  REVENUE 
For  the  Year  ended 


1918. 

| 

Year  to 

31st  March,  1919. 

£ 

£ 

s. 

d. 

£ 

s. 

d. 

113,320 

Brought  forward 

•  • 

152,575 

4 

9 

Management. 

17,441 

28 

To  Office  Salaries 

22,637 

19 

7 

688  | 

29 

,,  Meter  state-taking 

844 

10 

9 

65 

30 

,,  Pensions  prior  to  1897 

Scheme  ... 

17 

17 

1 

Superannuation  Scheme, 

1909 

955 

31 

,,  Superannuation 

Allowances...  951  9  3 

32 

,,  Contributions 

returned  on 

• 

decease  or 

retirement  of 

124 

Members  ...  175  16  5 

1,127 

5 

8 

33 

,,  Office  and  Incidental 

4,921 

Expenses 

6,039 

6 

10 

34 

,,  Bank  Commission  and 

Share  of  Loans  Fund 

3,042 

Management  Expenses... 

2,948 

14 

6 

1,205 

35 

,,  Abatements 

661 

18 

8 

145 

36 

,,  Bad  Debts 

73 

5 

1 

133 

37 

,,  Law  and  Professional 

28,719 -  | 

Charges  ... 

120 

1 

11 

34,471 

0 

1 

38 

,,  Works  for  Utilization  of 

4,000 

Biver  Blythe  (on  Account) 

15,000 

0 

0 

189 

39 

,,  Bevision  of  Water  Bental 

•  • 

1,705 

4 

6 

40 

,,  Offices  at  Council  House, 

Payment  to  Gas  Depart- 

1  2,000 

m6nt  ••• 

•  • 

2,000 

0 

0 

41 

,,  Loss  on  Hydraulic  Power 

1,011 

Supplies  ... 

. . 

1,483 

1 

11 

j  42 

,,  Special  Expenses  re  War  : 

Allowances  to  Em- 

4,188 

ployees  O.H.M.S. 

3,034 

19 

2 

6,623 

Protection  of  Works 

4,435 

15 

6 

1  O  Q  i  \ 

7,470 

14 

8 

10, ol  1 

41 

1  43 

,,  Loss  on  Farming ... 

•  . 

• 

44 

,,  Loss  on  Testing  Fittings, 

and  Laying  and  Mainten- 

— 

ance  of  Services 

•  • 

• 

64 

11 

11 

160.091 

- 

214,769 

17 

10 

45 

,,  Balance  carried  to  Profit 

299,666 

j 

and  Loss  Account  (E)  ... 

•  • 

• 

274,630 

19 

10 

£459,757 

• 

£489,400 

17 

8 

ACCOUNT — continued. 


11 


31bt  March,  1919. 


Brought  forward  ••• 


Year  to 

31st  March,  1919. 


£  8.  d. 

489,400  17  8 


1918. 

£ 

469,757 


£489,400  17  8 


£459,757 


12 


Dr. 


1918. 

£ 


1,716 

43,134 


23,011 


21,190 

1,821 


143,051 


78,216 


221,267 

14,165 


3,157 

16,319 

19,646 


39,122 

17,112 


2,834 


£362,361 


E—  PROFIT  AND 

For  the  Year  ended 


1  To  Balance  brought  from  last  Account 

2  Annuities 


)) 


Interest  under  Acts  1875  and  1879. 
On  Birmingham  Cor-  i 
poration  Stock  (in¬ 
cluding  share  of  costs 

of  issue)  . 

On  Advanoes  from  Gas 
Department  Sinking 
Fund  ... 


20,955  16  8 


1,523  9  6 


}} 


Interest  under  Acts  1892,  &c. 

On  Mortgages  and  Loans  122,038  10 
On  Birmingham  Corpo¬ 
ration  Stock  (including 
share  of  costs  of  issue) 

Discount  on  issue  of  Bir¬ 
mingham  Corporation 
Bills  ... 


77,374  18  6 


27,430  19  9 


99 


Redemption  of  Debt. 

Sinking  Fund  for  Extinc¬ 
tion  of  Annuities 

The  following  amounts  are 
provided  for  Redemption  of 
Stock  and  temporarily  in¬ 
vested  in  War  Stock: 

3£  %  Stock 
3  %  Stock 
2£  %  Stock 


6  ,,  Bank  Interest,  &c. 

7  ,,  Balance  carried  to  Balance  Sheet 


Year  to 

31st  March,  1919. 


£  S. 

6,549  13 
42  835  19 


d. 

2 

0 


22,479  6  2 


226,844  8  8 


14,554  16  5 


3,275  12  11 
17,201  11  4 
20,157  13  4 


40,634  17  7 

Sinking  Fund  for  Re¬ 
demption  of  Mortgages  23,868  1  1 

Sinking  Fund  for  Corpor¬ 
ation  Bills  ...  ...  5,872  1  4 


£ 


70,375  0  0 
2,342  12  1 
9,797  14  4 


395,779  9  10 
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LOSS  ACCOUNT.  Xr. 

31st  March,  1919. 


Year  to 

1918. 

31st  March,  1919. 

£ 

£  s.  d. 

* 

1  By  Balance  of  Revenue  Account  (D)... 

274,630  19  10 

299,666 

2  „  Hydraulic  Power  Account 

in  respect  of 

Capital  Charges  relative  to  the  Hydraulic 

Installation,  viz.  : — 

Interest  under  Acts 

1875  and  1879  ... 

64  18  10 

85 

Interest  under  Aots 

1892,  &c.  ... 

289  7  2 

291 

Sinking  Fund  under 

Aots  1875  and  1879 

700  6  11 

680 

Sinking  Fund  under 

Acts  1892,  &c. 

93  17  1 

89 

1,148  10  0 

3  ,,  Contribution  from  Borough  Fund  and 

Rate  Account 

•  9  •  «  *  *  * 

120,000  0  0 

55,000 

4  ,,  Balance  to  be  carried  to  Balance  Sheet  ... 

6,550 

£ 

395,779  9  10 

£362,361 

14 


iD*r. 


1,549 

135 


1,684 


£1,146 


F— hydraulic  power 

For  the  Year  ended 


7  ,,  Balance  oarried  forward 


918. 

Year  to 

3 1st  March,  1919. 

£ 

97 

1  To  Ground  Rent  . 

£  s.  d. 

96  15  0 

356 

2  ,,  Rates  on  Buildings  ...  . 

412  10  0 

599 

3  ,,  Salaries  and  Wages  at  Station 

752  12  9 

J 

223 

4  go  q 

Ufc  |  |  VA  LAJ  □  t  •  «  •••  •  •  •  •••  ••• 

270  16  6 

51 

5  ,,  Stores,  &o. 

82  7  1 

223 

6  ,,  Water  (7,336,000  Gallons) . 

422  17  4 

2,037  18  8 


8  To  Balance  brought  forward 

9  ,,  Charges  on  CapitalOutlay,  viz.  : — 

On  Balances  outstanding — 

85  Under  Acts  1875  and  1879,  £2,164  14s.  Id. 

292  Under  Acts  1892,  &c.,  £9,645  12s.  Od. 

680  Sinking  Fund  under  Acta  1875  and  1879  ... 

89  Sinking  Fund  under  Acts  1892,  &o. 


334  11  11 


64  18  10 
289  7  2 
700  6  11 
93  17  1 


1,483  1  11 


2,037  18  8 


1 


SUPPLY  ACCOUNT. 


31st  March,  1919. 


1  By  Charges  for  Power 


2  ,,  Balance  carried  forward 


•  •  •  •  •  i 


3  ,,  Balance  brought  forward 


4  ,,  Balance  being  loss  for  the  Year  carried 
to  Revenue  Account  “  D  ” 


Year  to 

31st  March,  1919. 


£  s.  d. 
1,703  6  9 

334  11  11 


1918. 

£ 

1,684 


2,037  18  8  1,684 


135 


1,483  1  11  1,011 


16 

Q.— SINKING  FUND  FOE 

For  the  Year  ended 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

43,527  15  11 

2  ,,  Purchase  of  £181  18s.  lid.  Annuities 

(capitalized  at  25  years’  purchase)  as 

per  Capital  Account  B  ...  ...  ...  £4,548  12  11 

Less  discounts  on  Annuities  purchased...  926  3  5 

3,622  9  6 

£47,150  5  5 

Dr. 


H  —  BALANCE  SHEET 


1  To  Capital  Account  No.  1,  as  per  Account  B 

2  ,,  Capital  Account  No.  2,  as  per  Account  C 

3  ,,  Redemption  Fund  (temporarily  invested 

in  War  Stock) 

4  ,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891  .  . 

5  ,,  Annuities  accrued  to  date 

6  ,,  Interest  accrued  to  date 


2,097,859  18  8 
6,350,669  0  0 

79,756  18  11 


•  •  • 


10,697  12  4 
77,627  7  0 


1,500  0  0 


7  ,,  Trade  Creditors: — 

On  Capital  Account  ...  £199  14  3 
On  Revenue  Account...  58,348  15  0 


58,548  9  3 


8  ,,  Amount  due  to  the  Sinking  Fund  for 

Gas  Annuities  in  respect  of  moneys 
applied  under  the  provisions  of 
Section  51  of  the  Birmingham 
Corporation  Act,  1914 

9  ,,  Profit  and  Loss  Account,  as  per 

Account  E — 

Balance  at  Credit  thereof 


146,873  8  7 


32,595  9  0 

9,797  14  4 


10  ,,  Treasurer  of  the  City  : — 

On  Revenue  Account 
On  Capital  Account,  No.  2  ... 


75,007  8  11 

8,545  1  6 


83,552  10  5 


£8,802,604  19  11 


E.  ANTONY  LEES, 

Secretary. 


16th  May,  1919. 
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ANNUITIES  ACCOUNT. 

31st  March,  1919. 

£ 

s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (E) 

14,554 

16  5 

2  ,,  Balance  to  be  carried  to  next  Account 

32,595 

9  0 

(This  amount  is  covered  by  an  appliation  of  moneys  from  the  Sinking 
Fund  for  Gas  Annuities  under  the  provisions  of  Section  51  of  the  Birming¬ 
ham  Corporation  Act,  1914.) 

£47,150 

5  5 

31st  March,  1919.  £r. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  B 

2,097,859  18  8 

,,  Capital  Account  No.  2,  as  per  Account  C  — 

; 

2  On  Elan  Supply 

5,857,626  16  5 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5.  9 

4  On  Local  Works 

310,057  13  7 

5  ,,  Birmingham  Corporation  Loans  Fund  —  Portion  of 

Fund  invested  applicable  to  Redemption  of  Cor- 

poration  Stock  ... 

79,756  18  11 

6  ,,  Sinking  Fund  Account,  as  per  Account  G — 

Balance  at  Debit  thereof 

32,595  9  0 

7  ,,  Debtors  for  Water  Rates,  Services,  &c. 

197,586  0  4 

8  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores... 

34,912  5  8 

9  ,,  Cash  in  hands  of  Secretary 

480  11  7 

. 

£8,802,604  19  11 

Examined  and  found  correct, 

HOWARD  SMITH,  BRETTELL,  &  Co  , 

Auditors , 
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|.— COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1917. 

1918. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates... 

125,383 

126,418 

Domestic — At  Occupiers’  Rates 

99,286 

101,349 

Rn.t  Vi  q 

JlJ  Co  U  LX  D  •••  •••  •  •  •  •••  •••  •••  ••• 

12,660 

12,901 

Hose  Pipe  and  Garden  Taps  ... 

2,391 

2,312 

*Public-houses  ... 

6,286 

6,249 

Totals  from  Domestic  Supplies 

246,006 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies... 

8,646 

8,701 

Private  Fire  Appliances 

• 

1,597 

1,706 

Lock-up  Shops,  Offices,  and  Warehouses 

14,889 

15,297 

Churches,  Chapels,  and  Schools 

798 

801 

Unmeasured  Supplies  for  Building  Purposes 

148 

* 

55 

Totals  from  Unmeasured  Trade  and  Miscellaneous 
Supplies 

MEASURED  SUPPLIES. 

26,078 

Trade  Supplies... 

125,863 

160,184 

Railways,  Street  and  Road  Watering,  etc.  ... 

9,205 

11,681 

Totals  from  Measured  Supplies 

135,068 

407,152 

SUPPLIES  IN  BULK  . 

7,837 

TOTAL  RENTAL  . 

414,989 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOE  THE  YEARS  to  31st  MARCH,  1918  and  1919. 


Totals  for  1918. 

1919. 

* 

Totals  for  1919. 

Difference. 

Percentage. 

Increase  -f- 

Increase. 

Decrease. 

Decrease  - 

£ 

£ 

£ 

£ 

£ 

123,893 

2,525 

2*00  - 

103,756 

2,407 

2*37  + 

13,069 

168 

1*30  + 

2,242 

70 

3*03  - 

6,623 

374 

5*98  + 

249,229 

7  1 

249,583 

354 

*14  4- 

8,701 

_ 

_____ 

1,753 

47 

2*75  + 

15,726 

429 

2-80  + 

830 

29 

3-62  + 

104 

49 

89*09  + 

26,560 

27,114 

554 

2-09  + 

187,279 

27,095 

16*91  + 

13,103 

1,422 

12-17  + 

171,865 

200,382 

28,517 

16-59  + 

447,654 

477,079 

29,425 

6-57  + 

7,261 

8,351 

1,090 

15*01  + 

454,915 

485,430 

30,515 

6-71  + 

_ . 
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K.— ESTIMATED  average  con- 

year  ENDED 


Total  average  consumption  per 
day 

1912. 

22-763  m.g. 

1913. 

22*404  m.g. 

1914. 

23*393  m.g. 

Maximum  Day  : — 

D  ate  •••  ••• 

lOthFeb.,  1912 

18th  July,  1912 

19th  June,  1913 

Quantity . 

35*008  m.g. 

29*475  m.g. 

28*324  m.g. 

Estimated  average  population 
in  supply  for  the  year,  based 
on  4*5  persons  per  house 
on  the  average  number  of 
houses  in  supply  ... 

845,536 

851,895 

856,346 

Average  population  in  supply 
estimated  on  data  furnished 
by  the  Medical  Officer  of 
Health  for  the  City 

— 

— 

Average  gross  consumption 
per  head  per  day  ... 

26*92  galls. 

26*30  galls. 

27*32  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  &c. 

• 

6*68  galls. 

6*68  galls. 

7*38  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies 

3*53  galls. 

3*40  galls. 

3*43  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

16*71  galls. 

16*22  galls. 

16*51  galls. 

n 
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SUMPTION  PER  HEAD  PER  DAY. 

MARCH  31st. 


1915. 

24-058  m.g. 

1916, 

25*644  m.g. 

1917. 

28-088  m.g. 

1918. 

29*420  m.g. 

1919. 

29-063  m.g. 

1st  July,  1914 

32-349  m.g. 

5th  June,  1915. 

30-647  m.g. 

22nd  Feb.,  1917. 

38*820  m.g. 

11th  Jan.,  1918. 

39  406  m.g. 

26th  July,  1918 

36-852  m.g. 

860,807 

— 

— 

— 

— 

902,712 

907,262 

911,616 

881,722 

27-95  galls. 

28-41  galls. 

30-96  galls. 

32-27  galls. 

32*96  galls. 

7-80  galls. 

8-45  galls. 

9-63  galls. 

9*53  galls. 

9-19  galls. 

3-11  galls. 

3-12  galls. 

3*16  galls. 

320  galls. 

3-38  galls. 

17-04  galls. 

16*84  galls. 

18-17  galls. 

19-54  galls. 

20-39  galls. 

STATEMENT  OF  DISTRIBUTION  OF  WATER. 
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^ 0  CITY  OF  B I R M I N G H OF lUIMISUBltet 

-  AUG  t  tgp'i 

IRepcrt 

OF  THE 

WATER  COMMITTEE 

TO  THE 

MEETING  OF  THE  CITY  COUNCIL,  TO  BE  HELD  ON 
THE  8th  DAY  OF  JUNE,  1920. 


ACCOUNTS. 

Your  Committee  submit  herewith  the  Accounts  and  Balance  .Sheet 
for  the  year  ended  March  31st,  1920. 

The  Water  Rates  and  Charges  show  an  increase  of  £4,891,  that  is 
1  -01  per  cent. 

The  working  expenses  amount  to  £245,362,  being  £30,592  more  than 
a  year  ago.  This  increase  is  due  mainly  to  the  rise  in  the  rates  in  Bir¬ 
mingham,  in  the  Elan  Valley,  and  on  the  Aqueduct,  amounting  in  all  to 
£17,163,  and  increase  in  cost  of  coal  £6,500,  the  balance  being  due  to 
increases  in  wages,  salaries  and  general  expenses,  less  deductions. 

The  balance  of  Revenue  Account  amounts  to  £249,018,  against 
£274,631  last  year. 

The  charges  for  Annuities  and  Interest  shown  in  the  Profit  and  Loss 
Account  amount  to  £293,763,  against  £294,148  a  year  ago,  being  a 
decrease  of  £385. 


The  charges  for  Redemption  of  Debt  amount  to  £94,021,  against 
£84,136,  being  an  increase  of  £9,885,  £662,500  loans  having  come  into 
charge  for  the  first  time. 


The  increase  in  the  Capital  Charges  is  thus  £9,500. 


This  year’s  working  shows  a  deficiency  of 

Deducting  the  Credit  Balance  brought  forward  from  last 
year 


£138,765 

£9,798 


the  total  to  be  dealt  with  is  ...  ...  ...  ...  ...  £128,967 

There  has  been  received  from  the  rates  during  the  year 

the  sum  of  ...  ...  ...  ...  ...  ...  £100,000 

Leaving  a  Debit  Balance  to  be  carried  forward  of  ...  £28,967 


CONSUMPTION  OF  WATER. 


The  usual  returns  relative  to  the  consumption  of  water  are  submitted 
with  this  Report.  The  average  daily  distribution  within  the  area  of 
supply  has  been  28-975  million  gallons  against  29-063  million  gallons  in 
the  previous  year,  being  a  decrease  of  0-30  per  cent.  There  has  been  a 
decrease  in  Low  Level  Zone  of  1-60  per  cent.,  and  in  the  High  Level 
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Zone  a  decrease  of  344  per  cent.,  whereas  in  the  Middle  Level  Zone 
there  is  an  increase  of  2  44  per  cent.  The  domestic  and  unmeasured  sup¬ 
plies  show  an  increase  of  1*56  per  cent.,  while  the  measured  .supplies  show 
a  decrease  of  512  per  cent.,  against  a  decrease  of  6-74  per  cent,  last  year. 
The  bulk  supply  to  Coventry  shows  a  decrease  of  3-79  per  cent.  The 
consumption  on  measured  supplies  is  following  closely  the  course  the 
Committee  had  anticipated,  as  they  expected  a  considerable  reduction 
in  demand  during  the  period  of  transition  in  the  factories  from  War  to 
Peace  conditions.  In  the  latter  part  of  the  year  there  has  been  a  good 
recovery,  agreeing  substantially  with  the  Committee’s  anticipations.  It 
is  of  course  impossible  to  say  what  the  total  demand  will  be  in  the  coming 
year,  but,  assuming  a  continuance  of  the  recent  increase  in  the  demand 
foi  trade  purposes  and  the  anticipated  increase  in  the  building  of  houses, 
the  Committee  feel  themselves  compelled  to  forecast  for  an  increased 
consumption  during  the  coming  year. 

highter's  heath  reservoir. 

In  their  Report  presented  on  29th  July,  1913,  the  Water  Committee 
detailed  the  system  of  leading  mains  required  to  improve  the  supply  of 
water  in  the  rapidly  growing  district  of  the  Middle  Level  Zone,  com¬ 
prising  Sparkbrook,  Small  Heath,  Little  Bromwich,  Acock’s  Green, 
Olton,  and  Solihull.  On  3rd  March,  1914,  they  brought  forward  the 
scheme  for  the  provision  of  a  balancing  reservoir  at  Highter’s  Heath, 
Yardley  Wood,  designed  for  the  purpose  of  utilizing  these  mains  to  their 
full  extent.  The  Report  at  that  time  was  confined  to  the  purchase  of 
the  land  for  the  reservoir.  On  the  I  4th  July  in  the  same  year,  the  adver¬ 
tisement  for  contracts  was  authorised,  and  the  30in.  C.I.  Main  to  connect 
the  new  reservoir  with  the  distribution  system,  at  an  estimated  cost  of 
£10,912,  was  approved.  The  acceptance  of  the  contract  for  the  new 
reservoir,  £16,652,  was  reported  on  the  20th  October,  1914. 

In  June,  1916,  the  Committee  reported  the  completion  of  the  system 
of  carrier  mains  referred  to  in  the  Report  of  July  29th,  1913,  and  of  the 
30in.  connecting  main  referred  to  on  July  14th,  1914,  at  a  combined  cost 
of  £43,592,  against  the  combined  estimate  of  £47,507.  At  the  same 
time  they  reported  that  owing  to  the  great  difficulty  encountered  in  pro¬ 
viding  labour  and  obtaining  material,  and  in  accordance  with  the  desire 
of  the  Treasury  to  restrict  expenditure  on  new  works,  they  considered 
it  advisable  to  wind  up  the  contract  for  the  reservoir,  postponing  the 
completion  of  the  work  until  circumstances  should  be  more  favourable. 
In  reporting  this,  the  Committee  added  : — 

“  The  temporary  abandonment  of  the  construction  of  the  Highter’s 
“  Heath  Reservoir  will  prevent  the  full  utilization  of  the  above 
“  system  of  distribution  mains,  and  it  is  to  be  anticipated  that  in 
“  times  of  maximum  demand  there  will  be  some  shortage  in  the 
“  districts  .supplied  therefrom  until  circumstances  permit  of  the 
“  completion  of  the  reservoir.” 

In  the  interval  the  demand  for  water  in  the  districts  referred  to  has 
largely  increased  owing  to  the  establishment  of  extensive  works  during 
the  W  ar.  The  demand,  moreover,  is  likely  further  to  increase  owing  to 
the  fact  that  many  of  the  sites  for  housing  schemes  fall  within  the  same 
area.  The  shortage  anticipated  in  the  paragraph  quoted  above  is  already 
being  experienced,  and  the  Department  have  received  serious  complaints 
from  some  of  the  large  works  of  shortage  of  supply  and  direct  from  the 
Fire  Brigade  Committee  of  the  necessity  of  improving  the  supply  of  water 
with  a  view  to  protection  against  fire. 
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Your  Committee  are  impressed  with  the  urgent  necessity  of  com¬ 
pleting  the  reservoir  without  further  postponement,  and  they  have  accord¬ 
ingly  invited  tenders  for  the  work.  The  original  tender  was  for  the  sum 
of  <£16,(152.  The  sum  of  £5,372  was  paid  to  the  contractor,  including  a 
valuation  of  material  taken  over.  Sales  of  some  of  the  material  specially 
liable  to  deterioration  have  been  effected,  yielding  £1,588,  and  reducing 
the  net  expenditure  to  £3,784. 

The;  lowest  tender  received  is  from  Wm.  Muirhead,  Macdonald 
Wilson  &  Co.,  Ltd.,  of  Westminster,  for  the  sum  of  £40,514  3s.  6d., 
after  giving  credit  for  the  material  .still  in  hand,  and  subject  to  variation 
in  the  prices  of  labour  and  material  from  the  rates  ruling  at  the  date  of 
the  tender. 

Assuming  that  the  contract  is  completed  for  the  sum  quoted,  the 
total  cost  of  the  construction  of  the  reservoir  will  be  £44,298,  as  against 
the  original  contract  of  £16,652. 

Your  Committee  recommend  that  they  be  authorised  to  accept  the 
tender,  and  to  proceed  at  once  with  the  work,  and  that  the  cost  be  charged 
to  Capital  Account. 


RAINFALL. 

The  Rainfall  at  Whitacre,  Erdington,  and  in  the  Elan  Valley  during 
the  past  ten  years  has  been  as  under  :  — 


Year. 

Whit  acre. 

Erdington. 

Average  of  Gauges 
in  Elan  Valley. 

Inches. 

Inches. 

Inches. 

1910 

30-67 

3010 

77-67 

1911 

1936 

1906 

60-31 

1912 

33-37 

32-81 

7353 

1913 

25-70 

24-84 

70-58 

1914 

25-46 

25-97 

74-29 

1915 

28-55 

2714 

67-33 

1916 

26-73 

26-48 

72-46 

1917 

24-31 

24-84 

63  81 

1918 

21-18 

24-23 

76-55 

1919 

27-44 

2699 

65-61 

Arithmetical 

Average  of  the  - 
ten  years. 

26-27 

26-24 

70-21 

RIVER  BLYTHE  SUPPLY. 

On  October  16th,  1917,  your  Committee  submitted  proposals  tea;  the 
construction  of  works  for  the  reintroduction  of  the  River  Blythe  supply, 
and  the  Council  thereupon,  by  Minute  23,783,  authorised  the  acceptance 
of  the  tender  of  the  Paterson  Engineering  Co.,  Ltd.,  for  ‘  rapid  ’ 
filters  and  sterilisation  works  at  the  sum  of  £23,128,  together  with 
ancillary  works  at  an  estimated  cost  of  £1,982,  and  sanctioned  the  Com¬ 
mittee’s  proposal  that  the  cost  of  the  works  should  be  charged  to  Revenue 
Account  spread  over  a  period  of  three  years.  The  contract  was  subject 
to  fluctuations  in  rates  of  wages  and  prices  of  material.  The  original 
works  have  been  completed  at  a  cost  of  £33,525,  and  were  brought  into 
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use  last  summer,  and  a  total  of  £32,000  towards  the  cost  has  been  pro¬ 
vided  from  Revenue  Account.  On  the  experience  of  last  summer,  the 
Medical  Officer  of  Health  advised  the  provision  of  an  additional  contact 
tank,  and  a  supplemental  contract  for  this  has  been  entered  into,  at  an 
estimated  cost  of  from  £5,000  to  £6,000  on  the  basis  of  existing  prices 
and  rates  of  wages,  which  your  Committee  propose  to  charge  to  Revenue 
Account  over  two  years. 

CHARGES  FOR  SERVICE  LAYING. 

On  March  6th,  1917,  your  Committee  reported  that  in  view  of  the 
advances  in  the  prices  of  lead  and  brass  work,  as  well  as  of  the  increase 
in  general  labour  and  plumbing,  they  had  added  50  per  cent,  to  the  scale 
of  charges  for  service  laying  introduced  in  1906.  There  have,  however, 
been  further  large  increases  in  the  prices  of  materials  and  rates  of  wages 
since  1917,  so  that,  notwithstanding  the  advance  in  the  charges,  the  sub¬ 
department  is  still  working  at  a  considerable  loss,  and  in  view  of  the 
instability  of  all  expenses,  the  Committee  have  come  to  the  conclusion 
that  it  is  better  to  withdraw  the  scale  and  to  carry  out  service  laying  on 
the  basis  of  current  prices  and  wages.  Notice  was  accordingly  given  of 
the  withdrawal  of  the  scale  from  April  1st,  1920.  Notice  was  also  given 
that  from  the  same  date  the  fees  for  connecting  and  reconnecting  ser¬ 
vices  would  be  increased  to  the  following  rates 

Not  exceeding  a  distance  of  4  miles  from  the  Council  House  ...  5/- 

Exceeding  a  distance  of  4  miles  from  the  Council  House  ...  7/- 

these  charges  being  exclusive  of  the  cost  of  any  plumbing  work  found 
to  be  necessary. 

HYDRAULIC  POWER  SUPPLY. 

Your  Committee  have  given  careful  consideration  to  the  position  of 
this  Sub-Department,  which  has  each  year  shown  a  loss  throughout  the 
whole  of  the  war  period,  increasing  from  £146  in  ike  year  to  March  31st, 
1915,  to  £1,642  in  the  year  now  under  review. 

The  expenditure  of  Capital  for  the  purpose  of  the  Hydraulic  Station 
was  first  authorised  in  1888,  and  power  was  first  :  upplied  in  1891.  The 
major  portion  of  the  Capital  consists  of  a  loan  of  £15,000  repayable  in 
30  years  from  1892  and  expiring  in  1921.  The  Capital  Charges  in  respect 
of  that  loan  amount  to  £765  per  annum.  Further  Capital,  amounting  on 
31st  March,  1920,  to  £10,097,  has  been  raised  under  the  Acts  of  1892, 
and  is  repayable  in  60  years. 

Hydraulic  power  as  a  motive  power  for  lifts  and  other  machines  has 
not  been  largely  adopted  in  Birmingham,  there  being  at  the  present  time 
only  100  machines,  which  is  the  highest  number  that  has  ever  been 
reached.  The  rise  in  wages  and  general  expenses  during  the  war  is 
entirely  responsible  for  the  loss  which  has  been  entailed,  and  which  has 
now  reached  a  point  at  which  your  Committee  consider  that  it  should  be 
met  by  an  increase  in  charges,  and  they  suggest  that  from  the  end 
of  September  next  the  charges  should  be  increased  by  50  per  cent.  This 
increase  will  not  in  itself  suffice  to  balance  the  Account,  but  after  the 
current  financial  year  the  relief  from  the  Capital  Charges  in  respect  of 
the  earlier  loans  will,  it  is  hoped,  lead  to  a  balance  on  the  Account. 

Your  Committee  feel  that  as  this  Sub-Department  is  entirely  for  the 
convenience  of  consumers  it  should  be  made  self-maintaining,  and  they 
recommend  the  increase  of  charges  accordingly. 
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~D r.  B.— CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1919. 

Expenditure 
during 
the  Year. 

Total  to 

31st  March, 

1920. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  S.  d. 

£  s.  d. 

1Q1  O 

T  *  '  l  •••  •••  •••  ••• 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

•  •  • 

£2,097,859  18  8 

TDr.  C.— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


For  the  Year  endei 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1919,  under 
Acts  1892,  &c. 

2  ,,  Expenditure  since  that  date 

Total  carried  to  Balance  Sheet 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 
under  Sec.  22  of  the  Birming¬ 
ham  Corporation  Water  Act, 
1902,  to  31st  March,  1919  ... 
Total  Carried  to  Balance  Sheet 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1919 

5  ,,  Expenditure  since  that  date 


Less  Depreciation  and  Sales 
Total  carried  to  Balance  Sheet 


5,857,626  16  5 

968  15  7 

191,729  5  9 

6,518  2  7 

310,057  13  7 

•  •  • 

•  •  • 

•  •  • 

316,575  16  2 
810  2  10 

5,858,595  12  0 


191,729  5  9 


315,765  13  4 
£6,366,090  11  1 


r. 


D. — CAPITAL  ACCOUNT  No.  3,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

36,066  6  3 

36,066  6  3 

2  ,,  Balance  of  Capital  Account 

... 

... 

23,933  13  9 

£60,000  0  0_; 

CORPORATION)  WATER  ACTS,  1875  AND  1879.  <Tr. 

31st  March,  1920. 


Capital  at 

31st  March,  1919. 

Additions  -f 
or  Reductions — 
during  the  Year. 

Capital  at 

31st  March, 

1920. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities 

1,069,761  13  4 

-6,503  12  11 

1,063,258  0  5 

2  ,,  Birmingham  Corporation 

3|%  Stock  ... 

407,539  l  9 

* 

407,539  1  9 

3  ,  Birmingham  Corporation 

3%  Stock  ... 

191,511  5  3 

* 

191,511  5  3 

4  ,,  Birmingham  Corporation 

2 J%  Stock... 

12,431  8  9 

* 

12,431  8  9 

Total  Amount  Outstanding 

1,674,739  16  2 

5  „  Annuities  redeemed  and 

Stock  cancelled  from  Sink- 

ing  Fund  ... 

416,616  9  7 

+  6,503  12  11 

423,120  2  6 

Total  carried  to  Balance  Sheet 

... 

•  •  • 

£2,097,859  18  8 

CORPORATION)  WATER  ACTS,  1892,  &c. 

<Lr. 

;1st  March,  1920. 

1  By  Birmingham  Corporation 

Stock  ... 

59,509  9  5 

* 

59,509  9  5 

2  ,,  Birmingham  Corporation 

3%  Stock  ... 

1,360,094  13  3 

* 

1,360,094  13  3 

3  ,,  Birmingham  Corporation 

24%  Stock... 

1,197,684  3.7  8 

* 

1,197,684  17  8 

4  ,,  Birmingham  Corporation  Bills 

955,773  15  4 

— 474,898  15  4 

480,875  0  0 

5  ,,  Mortgages  and  Loans 

2,580,860  19  3 

+  474,898  15  4) 

—  35,264  12  6 

3,018,717  5  3 

— §  1,777  1610' 

Total  Amount  Outstanding 

•  •  • 

. . . 

6,116,881  5  7 

6  ,,  Stock  cancelled  or  trans- 

• 

ferred  and  Loans  repaid 

from  Sinking  Fund... 

196,745  5  1 

+  37,042  9  4 

233,787  14  5 

Deduct  Loans  in  excess  of 

6,350,069  0  0 

Capital  Requirements  paid 

into  Sinking  Fund  ... 

•  •  • 

•  •  • 

1,777  16  10 

Total  carried  to  Balance  Sheet 

•  •  • 

■ 

•  •  • 

6,348,891  3  2 

7  ,,  Balance  of  Capital  Account 

•  •  • 

•  •  • 

17,199  7  11 

£6,366,090  11  1 

WATER  AND  GAS)  ORDER,  1914.  <tr. 

■  1st  March,  1920. 

1  By  Mortgages . 

60,000  0  0 

60,000  0  0 

60,000  0  0 

•The  Annual  Instalments  on  these  Stocks  paid  over  by  the  W  ater  Department,  amounting  to  ,£124,378  os.  6d.  are  temporarily 

nvested  in  War  Stock. 

§Loan  No.  67.  Unexpended  balance  applied  to  repayment. 
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TPr.  E.— REVENUE 

For  the  Year  ended 


Year  to 

1919. 

31st  March,  1920 

Maintenance  of  Works  and 

£ 

s 

d. 

£  s. 

d. 

Distribution  of  Water. 

Old  Supply. 

1  To 

Pumping,  including 

Salaries,  Wages,  Coal,  and 

25,604 

Stores  at  Pumping  Stations 

30,333 

13 

0 

1.047 

9 

^  )  y 

Filtration  ... 

2,483 

15 

9 

5  541 

3  „ 

Maintenance  of  Engines 

and  Boilers 

6,695 

4 

4 

4  „ 

Maintenance  of  Reservoirs 

3,839 

Pumping  Stations,  &c.  ... 

4,203 

12 

3 

36.031  - 

— 

— 

— 

43,716  5 

4 

! 

Elan  Supply. 

5  ,, 

Filtration  and  Hardening 

4,895 

(Elan  Valley) 

5,782 

10 

2 

6  ,, 

General  Maintenance  and 

Supervision  of  Elan 

3,245 

Valley  Works 

3,127 

11 

4 

7  ,, 

Administration  of  Elan 

217 

Village 

157 

14 

4 

8  „ 

Maintenance  and  Super- 

12,252 

vision  of  Aqueduct 

9,904 

2 

5 

9  „ 

Pumping  at  Frankley  and 

10,223 

Monument  Road 

12,890 

1 

5 

10  „ 

Maintenance  of  Engines 

and  Boilers  at  Frankley 

1 

1,045 

and  Monument  Road 

1,940 

16 

5 

3,011 

11  „ 

Filtration  (Frankley) 

3,806 

6 

11 

12  „ 

Maintenance  of  Filters 

1,077 

(Frankley) 

901 

6 

5 

13  „ 

Maintenance  of  Works 

690 

(Frankle\7) 

1,928 

0 

5 

14  „ 

General  Working  Expenses 

1,282 

and  Wages  (Frankley)  ... 

1,777 

6 

10 

37,937 

42,215  16 

8 

£73,968 

Carried  forward 

•  • 

• 

£85,932  2 

0 
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ACCOUNT. 

ill st  March,  1920. 


Year  to 

31st  March,  1920.  1919. 

£  s.  d.  £ 

1  By  Water  Rates  and  Charges  181,460  1  8  477,079 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk  . 8,860  12  5  8,351 


-  490,320  14  1 

3  „  Net  Rents  of  Lands,  etc.  (Old  Works  and 

Elan  Aqueduct)  . 

4  ,,  Net  Rents  of  Lands,  etc.  (Elan  Watershed) 

5  „  Net  Receipts  on  Fishing 

6  „  Transfer  Fees . 

7  ,,  Superannuation  Scheme,  1909  :  - 

Members'  Contributions  ...  . 

8  ,,  Profits  on  Farming  ...  ...  . 


1,807 

18 

5 

2,014 

679 

3 

11 

732 

215 

11 

7 

95 

14 

r* 

i 

6 

8 

1,142 

11 

11 

921 

200 

7 

7 

201 

£494,380  15  0  £489,401 


Carried  forward 


10 


~2)r. 


1919 

£ 

73,968 


8.340 

2,124 


2,95 


561 


288 

141 


114 

53,673 


398 


Brought  forward  ... 


Maintenance  of  Works,  and 
Distribution  of  Water — 
continued . 


General. 


15  To  Maintenance  and  Renewal 

of  Mains  and  Meters 

16  ,,  Salaries 

17  ,,  Waste  Inspection 

Superannuation  Scheme, 
1909  : — 

18  ,,  Superannuation 

Allowances  ...  717  14  3 

19  ,,  Pensions  to 

Officers  and 

Servants  ...  412  3  11 

20  ,,  Optional 

Allowances...  174  1  0 


429 

9,340 


227 

14 


21  ,,  Workmen’s  Compensation 

22  ,,  Rates  and  Taxes 

23  ,,  Rents,  Tithes,  Easements 

and  Way  leaves  ... 

24  ,,  Chemicaf  and  Bacterio¬ 

logical  Examination  of 
Water 

25  , ,  General  Wages  ...  ••• 

26  ,,  National  Insurance  Act, 

Part  I.,  Health . 

27  ,,  National  Insurance  Act, 

Part  II.,  Unemployment 


78,607 


£152,575 


Carried  forward 


E  .—REVENUE 


For  the  Year  ended 


d. 


9,493  4  8 
3,136  11  8 

3,641  13  9 


1,303  19  2 

191  2  0 

70,835  13  8 


374  7  9 


415  9  11 
10,894  9  4 


285  7  6 


17  15  8 


Year  to 

31st  March,  1920. 


85,932  2  0 


—  100,589  15  1 


£186,521  17  1 
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ACCOUNT— continued. 
31st  March,  1920. 


Brought  forward 


Year  to 
31st  March, 
1920. 


1919 

£ 


£  s.  d. 

494,380  15  0  489,401 


£494,380  15  0 


£489,401 


Carried  forward 


12 


“?!> 


r. 


1919 

£ 

152,575 


22,638 

845 

18 


951 

176 


34,471  — 
15,000 


1,705 

2,000 


1,483 


7,471 

65 


3,035 

4,436 


214,770 
274,631 


£489,401 


Brought  forward 
Management. 

28  To  Office  Salaries  ...  ... 

20  ,,  Meter  State  Taking 

30  ,,  Pensions  prior  to  1897 

Scheme  ... 

Superannuation  Scheme, 
1909  : — 

31  ,,  Superannuation 

Allowances  ...  983  16  2 

32  ,,  Contributions 

returned  on 
decease  or 
retirement  of 
Members  ...  113  14  3 


38 


39 

40 


f ) 

) ) 


41 

42 


Works  for  Utilization  of 
River  Blythe  (on  A/c) 
Revision  of  Water  Rental 
Offices  at  Council  House, 
Payment  to  Gas  Depart¬ 
ment 

Loss  on  Hydraulic  Power 
Supplies  ... 

Special  Expenses  re  War  : 
Allowances  to  Em  - 
ployees  O.H.M.S. 
Protection  of  Works 


43  ,,  Loss  on  Testing  Fittings, 
and  Laying  and  Main¬ 
tenance  of  Services 


44 


Balance  carried  to  Profit 
and  Loss  Account  (F)  ... 


E. — Revenue 

* 

For  the  Year  ended 


Year  to 
31st  March, 
1920. 


28,891  10  4 
1,124  6  4 


6,039 

33  ,,  Office  and  Incidental 

1,097 

Expenses 

5,934 

2,949 

34  ,,  Bank  Commission  and 

Share  of  Loans  Fund 
Management  Expenses... 

2,948 

662 

35  ,,  Abatements 

1,003 

73 

36  ,,  Bad  Debts 

96 

120 

37  ,,  Law  and  Professional 

Charges  ... 

112 

304  3  0 
153  13  3 


£  s.  d. 
186,521  17  1 


41,208  19  5  , 


13,000  0  0 
188  4  11  ■ 


2,000  0  0 

1,641  19  1 


457  16  3 


343 

8 

5 

245,362 

5 

2 

249,018 

9 

10 

£494,380 

15 

0 

13 

Account — continued. 

31st  March,  1920. 

Year  to 
31st  March 
1920. 


£  s.  d. 

Brought  forward  ...  494,380  15  0 


£494,380  15  0 


dr, 

1919 

£ 

489,401 


£489,401 


J)r. 


1919. 


£ 

6,550 

42,836 


20,956 


1,523 
22,479  - 

122,039 


77,375 


27,431 
226,845  - 


14,554 


3,276 

17,201 

20,158 


40,635 

23,868 

5,872 

70,375  - 

2,343 

9,798 


F.— PROFIT  AND 


For  the  Year  ended 


1  To  Balance  brought  from  last  account  ... 

2  ,,  Annuities 

3  „  Interest  under  Acts  1875  and  1879. 

On  Birmingham  Cor¬ 
poration  Stock  (in¬ 
cluding  share  of  costs  of 
issue)  ...  ...  ... 

On  Advances  from  Gas 
Department  Sinking 
Fund 


20,712  19  3 


795  9  3 


Interest  under  Acts  1892,  &c. 

On  Mortgages  and  Loans  . .  119,999  16  6 

On  Birmingham  Corpora¬ 
tion  Stock  (including 
share  of  costs  of  issue)...  76,651  11  6 

Discount  on  issue  of  Bir¬ 
mingham  Corporation 
Bills 


30,518  16  2 


Redemption  of  Debt. 
Sinking  Fund  for  Extinc¬ 
tion  of  Annuities 


The  following  amounts  are 
provided  for  Redemption 
of  Stock  and  temporarily 
invested  in  War  Stock  : — 

3J%  Stock . 

3%  Stock  . 

2|%  Stock  ... 


Sinking  Fund  for  Redemp¬ 
tion  of  Mortgages 
Sinking  Fund  for  Corpor¬ 
ation  Bills 


3,398  8  0 
20,539  18  10 
20,682  14  9 


44,621  1  7 

35,264  12  6 


3  ,,  Bank  Interest,  &c.  . 

Balance  carried  to  Balance  Sheet 


Year  to 
31st  March 
1920. 


£ 

•  • 

42,596 


s.  d. 
3  6 


21,508  8  6 


227,170  4  2 


14,955  1  6 


79,885  14  1 

2,818  8  7 


£388,934  0  4 


£395,780 
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LOSS  ACCOUNT. 


31st  March,  1920. 


1  By  Balance  brought  from  last  Account 

2  ,,  Balance  of  Revenue  Account  (E)  ... 

3  ,,  Hydraulic  Power  Account  in  respect  of 

Capital  Charges  relative  to  the  Hydraulic 
Installation,  viz.  : — 

Interest  under  Acts  1875 
and  1879  .  43  18  7 


Interest  under  Acts  1892, 
&c 

VA.  V»  •••  •••  ••• 


286  15  8 


Sinking  Fund  under  Acts 

1875  and  1879  ...  721  7  2 

Sinking  Fund  under  Acts 

1892,  &c .  98  5  11 


4  „  Contribution  from  Borough  Fund  and  Rate 

Account  ...  ...  ...  ...  ... 

5  „  Balance  carried  to  Balance  Sheet  ... 


Year  to 
31st  March, 
1920. 


£  S.  d 

9,797  14  4 
249,018  9  10 


1,150  7  4 


100,000  0  0 

28,967  8  10 


i 


(Tr. 


1919. 

£ 


274,631 


65 


289 


700 


94 


120,000 


£388,934  0  4 


£395,779 
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G.— HYDRAULIC  POWER 
For  the  Year  ended 


JDr. 


Year  to 

1919. 

31st  March,  1920 

£ 

£  s.  d. 

97 

1  To  Ground  Rent  ... 

96  15  0 

412 

2  ,,  Rates  on  Buildings  ... 

450  0  0 

753 

3  ,,  Salaries  and  Wages  at  Station 

881  7  7 

271 

4  Ga  ^ 

i  y  y  •••  •••  •••  •••  •••  ••• 

396  19  9 

82 

5  ,,  Stores,  &c.  ...  ...  ...  ...  ... 

118  5  1 

423 

6  ,,  Water  (8,664,000  Gallons)  ... 

512  7  4 

2,038 

£2,455  14  9 

335 

7  ,,  Balance  brought  forward 

491  11  9 

8  ,,  Charges  on  Capital  Outlay,  viz.  : — 

On  Balances  outstanding — 

65 

Interest  under  Acts  1875  &  9  £1,464  7  2 

43  18  7 

289 

Interest  under  Acts  1 892,  etc.  £9,559  11  11 

286  15  8 

700 

Sinking  Fund  under  Acts  1875  and  1879 

721  7  2 

94 

Sinking  Fund  under  Acts  1892,  &c.  ... 

98  5  11 

£1,483 

£1,641  19  1 

SUPPLY  ACCOUNT. 


31st  March,  1920. 


Year  to 

31st  March,  1920. 

1919. 

£  s.  d 

£ 

1  By  Charges  for  Power  ... 

1,964  3  0 

1,703 

2  ,,  Balance  carried  forward 

491  11  9 

335 

9 

£2,455  14  9 

2,038 

3  By  Balance  being  loss  for  the  year  carried 

to  Revenue  Account  “  E  ” 

1,(41  19  1 

1,483 
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~2)r.  H— SINKING  FUND  FOR 

For  the  Year  ended 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

32,595  9  0 

2  ,,  Purchase  of  £260  2s.  lid.  Annuities 

(capitalized  at  25  years’  purchase) 

as  per  Capital  Account  “  B  ”  ...  £6,503  12  11 

Less  Discounts  on  Annuities  purchased  1,468  10  1 

5,035  2  10 

£37,630  11  10 

iDr. 


BALANCE  SHEET, 


£ 

s. 

d. 

£ 

s. 

d. 

1 

To  Capital  Account  No.  1,  as  per  Account 

<<  T5  >> 

J _ /  •••  •••  ••• 

... 

.  . 

2,097,859 

18 

8 

2 

,,  Capital  Account  No.  2,  as  per  Account 

( (  y  y 

L'  •••  •••  •••  ••• 

... 

•  • 

6,348,891 

3 

2 

3 

,,  Capital  Account  No.  3,  as  per  Account 

“  D  ” 

J •••  •••  ••• 

... 

e  *  • 

60,000 

0 

0 

4 

,,  Redemption  Fund  (temporarily 

in- 

vested  in  War  Stock) 

•  •  * 

•  • 

124,378 

0 

6 

5 

,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891 

.  .  . 

•  • 

1,500 

0 

0 

6 

,,  Annuities  accrued  to  date 

•  •  • 

10,632 

11 

8 

7 

,,  Interest  accrued  to  date 

75,696 

10 

6 

8 

,,  Trade  Creditors  : — 

On  Capital  Account  292  18 

0 

On  Revenue  Account  57,496  5 

6 

57,789 

3 

6 

— 

144,118 

5 

8 

9 

,,  Treasurer  of  the  City  : — 

On  Revenue  Account 

•  •  • 

139,041 

15 

4 

On  Sinking  Fund  Account... 

•  •  • 

16,439 

10 

4 

155,481 

5 

8 

£8,932,228 

13 

8 

-  ■ — 

E.  ANTONY  LEES, 

Secretary. 


m  May,  1920. 
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ANNUITIES  ACCOUNT. 


<Tr. 


31sx  March,  1920. 

£  s.  cl. 

1  By  Amount  brought  from  Profit  and  Loss  Account  “  F  "  14,955  1  6 

2  ,,  Amounts  received  in  respect  of  Land  at  Aston,  etc....  5,236  0  0 

3  ,,  Balance  to  be  carried  to  next  Account  ...  ...  16,439  10  4 


1 

£37,630  11  10 

31st  March,  1920. 

<Ir. 

£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

,,  Capital  Account  No.  2,  as  per  Account  “  C  ” 

2  On  Elan  Supply 

5,858,595  12  0 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

315,765  13  4 

5  ,,  Capital  Account  No.  3,  as  per  Account  “  D. 

On  Works  under  the  Birmingham  (Water  ana 

Gas)  Order,  1914. 

36,066  6  3 

6  ,,  Birmingham  Corporation  Loans  Fund — Portion  of 

Fund  invested  applicable  to  Redemption  of  Cor- 

poration  Stock 

124,378  0  6 

7  ,,  Profit  and  Loss  Account,  as  per  Account  “  F  ” — 

Balance  at  Debit  thereof  ... 

28,967  8  10 

8  ,,  Sinking  Fund  Account,  as  per  Account  “  H  ” — 

Balance  at  Debit  thereof  ... 

16,439  10  4 

9  ,,  Debtors  for  Water  Rates,  Services,  etc. 

207,840  17  2 

10  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores 

44,767  3  3 

11  ,,  Treasurer  of  the  City  : — 

On  Capital  Account 

7,027  3  10 

12  ,,  Cash  in  hands  of  Secretary  ... 

2,791  13  9 

£8,932,228  13  8 

i 

Examined  and  found  correct, 

HOWARD  SMITH,  BRETTELL  &  CO., 

Auditors . 
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|  — COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


• 

1918. 

1919. 

DOMESTIC  and  OUASI-DOMESTIC  SUPPLIES 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates  . 

126,418 

123,893 

Domestic — At  Occupiers’  Rates  ...  . 

101,349 

103,756 

Baths  ...  ...  •••  •••  •••  •••  ••• 

12,901 

13,069 

Hose  Pipe  and  Garden  Taps 

2,312 

2,242 

*Public-houses 

6,249 

6,623 

Totals  from  Domestic  Supplies 

249,229 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

8,701 

8,701 

Private  Fire  Appliances  ... 

1,706 

1,753 

Lock-up  Shops,  Offices,  and  Warehouses 

15,297 

15,726 

Churches,  Chapels,  and  Schools  ... 

801 

830 

Unmeasured  Supplies  for  Building  Purposes  ... 

55 

104 

Totals  from  Unmeasured  Trade  &  Miscellaneous 

Supplies  . 

26,560 

MEASURED  SUPPLIES. 

Trade  Supplies 

160,184 

187,279 

Railways,  Street  and  Road  Watering,  etc. 

11,681 

13,103 

Totals  from  Measured  Supplies  . 

171,865 

447,654 

SUPPLIES  IN  BULK  . 

7,261 

TOTAL  RENTAT . 

£454  915 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1919  and  1920. 


Totals  for  1919. 

1920. 

Totals  for  1920. 

Difference. 

Percentage. 

Increase  + 

Decrease  - 

Increase. 

Decrease. 

£ 

£ 

£ 

£ 

£ 

£ 

120,496 

3,397 

2-74  - 

105,608 

1,852 

1-78  + 

13,123 

54 

♦41  + 

2,327 

85 

3-79  + 

6,421 

202 

3  05  - 

249,583 

247,975 

1,608 

•64  - 

8,623 

77 

•88  - 

2,222 

469 

26-75  + 

16,529 

CO 

o 

oo 

5-11  + 

856 

25 

301  + 

902 

798 

767-31  + 

27,114 

29,132 

2,018 

7-44  + 

187,324 

45 

•02  + 

17,029 

3,926 

29-96  + 

200,382 

204,353 

3,971 

1-98  + 

477,079 

481,460 

4,381 

•92  + 

8,351 

8,861 

510 

6-11  + 

485,430 

490,321 

4,891 

1-01  + 
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K.—  ESTIMATED  AVERAGE  CON* 

YEAR  ENDED 


Total  average  consumption  per 
day  ...  ...  ... 

1913 

22-404  m.g. 

1914 

23-393  m.g. 

1915 

24-058  m.g. 

Maximum  Day  : — 

Date  ...  ...  ... 

18th  July,  1912 

19th  June,  1913 

1st  July,  1914 

Quantity  ... 

29-475  m.g. 

28-324  m.g. 

32-349  m.g. 

Estimated  average  population 
in  supply  for  the  year,  based 
on  4-5  persons  per  house 
on  the  average  number  of 
houses  in  supply 

851,895 

856,346 

860,807 

Average  population  in  supply 
estimated  on  data  furnished 
by  the  Medical  Officer  of 
Health  for  the  City 

— 

Average  gross  consumption 
per  head  per  day  ... 

26-30  galls. 

27-32  galls. 

27-95  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  etc. 

6-68  galls. 

7-38  galls. 

7-80  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies 

3-40  galls. 

3-43  galls. 

3-11  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

16-22  galls. 

' 

16-51  galls. 

17-04  galls. 
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SUMPTION  PER  HEAD  PER  DAY. 
MARCH  31st. 


1916 

1917 

1918 

1919 

1920 

25*644  m.g. 

28*088  m.g. 

29*420  m.g. 

29*063  m.g. 

28*975  m.g. 

5th  June,  1915 

22nd  Feb.,  1917 

11th  Jan.,  1918 

26th  July,  1918 

16th  Aug.,  1919 

30*647  m.g. 

38*820  m.g. 

39*406  m.g. 

36*852  m.g. 

35*541  m.g. 

902,712 

✓ 

907,262 

911,616 

881,722 

921,861 

28*11  galls. 

30*96  galls. 

32*27  galls. 

32*96  galls. 

31*43  galls 

8*45  galls. 

9*63  galls. 

9*53  galls. 

9*19  galls. 

8*34  galls. 

3*12  galls. 

3*16  galls. 

3*20  galls. 

3*38  galls. 

3*47  galls. 

16*84  galls. 

18*17  galls. 

19*54  galls 

20*39  galls. 

19*62  galF. 

% 
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REPORT  OF  FINANCE  COMMITTEE 

ON 

REPORT  OF  THE  WATER  COMMITTEE. 


highter’s  heath  reservoir. 

Tender  for  the  completion  of  Highter’s  Heath  Reservoir  £40,514 

The  annual  loan  charges  on  this  sum  would  be  £2,274. 

This  expenditure  is  included  in  the  Finance  Committee’s  Return  of 
the  prospective  capital  expenditure  of  all  Committees  to>  30th  September, 
1920,  and  31st  March,  1921,  and  must  be  taken  to  be  subject  to  Clause  20 
(b)  of  the  Finance  Committee’s  Report. 


RESOLUTIONS. 

1.  That  the  Report  of  the  Water  Committee,  as  printed  and 
issued,  with  the  Report  of  the  Finance  Committee  thereon,  be  received 
and  entered  on  the  Minutes. 

2.  That  the  Water  Committee  be,  and  they  are  hereby,  authorised 
to  accept  the  tender  of  Wm.  Muirhead,  Macdonald  Wilson  &  Co.,  Ltd., 
to  complete  the  construction  of  the  Highter’s  Heath  Reservoir  for  the 
sum  of  £40,514  3s.  6d.,  plus  certain  credit  for  material  in  hand  and  sub¬ 
ject  to  the  conditions  set  out  in  the  Committee’s  report,  to  be  the  cost 
charged  to  Capital  Account. 

3.  That  as  from  the  end  of  September  next,  the  charges  for 
Hydraulic  Power  Supply  be  increased  by  fifty  per  cent.,  and  the  Water 
Committee  be,  and  they  are  hereby,  instructed  accordingly. 

4.  That  the  Report  of  the  Water  Committee  be  approved. 
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CITY  OF  BIRMINGHAM. 


IReport 

OF  THE 

WATER  COMMITTEE 


FOR  PRESENTATION  AT 

THE  MEETING  OF  THE  COUNCIL  ON  THE  7th  DAY  OF 

JUNE,  1921. 


ACCOUNTS. 

Y’our  Committee  submit  herewith  the  Accounts  and  Balance  Sheet 
for  the  year  ended  March  31st,  1921. 

The  Water  Rates  and  Charges  show  an  increase  of  £20,071,  that 
is  4'09  per  cent. 

The  working  expenses  amount  to  £335,379,  being  £90,017  more 
than  a  year  ago.  This  increase  is  attributable  chiefly  to  an  all-round  rise 
in  the  rates  representing  £36,356,  and  the  increased  cost  of  fuel  amount¬ 
ing  to  £10,500,  as  well  as  to'  the  cost  of  strengthening  work  and  main 
cleaning  on  the  Aqueduct,  to  deferred  maintenance  work  and  to  increased 
general  expenses. 

The  balance  of  Revenue  Account  amounts  to  £180, 10 1,  against 
£249,018  last  year. 

The  charges  for  annuities  and  interest,  as  shown  in  the 
Profit  and  Loss  Account,  amount  to  £318,190, 
against  £293,763  a  year  ago,  an  increase  of . 

Whilst  the  charges  for  redemption  of  debt  amount  to 
£99,434  against  £94,021  last  year,  or  an  increase  of 

Making  a  total  increase  in  the  capital  charges  over  last 
year  of 


£24,427 

£5,413 

£29,840 
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The  year’s  working-  shows  a  deficiency  of  ... 


£237,520 


To  which  must  be  added  the  debit  balance  brought  forward 
from  last  year  of 


£28,907 


Making-  a  total  debit  balance  of 

*  the  year 
the  sum  of 


During-  the  year  there  has  been  received  from  the  rates 


£206,487 


£200,000 


Leaving-  a  debit  balance  to  be  carried  forward  of 


£66,487 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  sub¬ 
mitted  with  this  report.  There  were  53  weeks  in  the  departmental  year 
ended  31st  March,  1921.  The  average  daily  distribution  within  the  area 
of  supply  has  been  28'372  million  gallons  against  28'975  million  gallons 
in  the  previous  year,  being  a  decrease  of  2  08  per  cent.  In  the  daily 
average  there  has  been  a  decrease  in  the  Low  Level  Zone  of  '79  per  cent., 
and  in  the  High  Level  Zone  an  increase  of  2'56  per  cent.,  whereas  in  the 
Middle  Level  Zone  there  has  been  a  decrease  of  5'49  per  cent.  The 
domestic  and  unmeasured  supplies  show  a  decrease  of  2'86  per  cent., 
while  the  measured  supplies  show  an  increase  of  '07  per  cent.,  against  a 
decrease  of  5*12  per  cent,  last  year.  The  bulk  supply  to  Coventry  shows 
a  decrease  of  71  7  per  cent. 


RAINFALL. 

The  rainfall  at  Whitacre,  Erding-ton,  and  in  the  Elan  Valley  during 
the  past  ten  years  has  been  as  under  : — 


Arithmetical 
average  of  the 
ten  years. 


25'9 


26-1 


V  ear. 

Whitacre. 

Erdington. 

A  verage  of  Gauges 
in  Elan  Valley. 

Inches. 

Inches. 

Inches. 

1911 

19'4 

19T 

60'3 

1912 

33*4 

32-8 

73-5 

1913 

25-7 

24'8 

70-6 

1914 

25  5 

26'0 

74-3 

1915 

28-5 

27T 

67*3 

1916 

26*7 

26*5 

72-5 

1917 

243 

24-8 

638 

1918 

21-2 

24  2 

76-5 

1919 

274 

27‘0 

65 ‘6 

1920 

27'3 

28-7 

74*5 

69*9 


Plan  of  Land  al  Lad 


BOUNDARY  OF  CORPORAT/ON  PROPERTY 
LAND  &  PROPERTY  PROPOSED  TO  BE  RURC. 


Plan  of  Land  al  Ladlow : 


c/ry  or  b/pm//vgham  nwrEf?  dept, 
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PROTECTION  OF  WORKS  DURING  THE  WAR. 

The  Committee  place  on  record  their  acceptance,  on  behalf  of  the 
City,  of  a  Memorial  Fountain  and  Drinking-  Trough  from  the  Birmingham 
Special  Constabulary,  to  commemorate  their  service  in  guarding  the  Elan 
Works  of  the  Corporation  during  the  last  17  months  of  the  war. 

The  Memorial,  which  is  placed  at  Abernant,  by  the  side  of  the  main 
road  adjoining  the  Caban  Coch  Dam  at  the  Elan  Valley  Waterworks, 
was  unveiled  by  the  Lady  Mayoress  (Mrs.  W.  A.  Cadbury)  on  the  25th 
June,  1920,  and  was  accepted  bv  the  Lord  Mayor  on  behalf  of  the 
Corporation. 

The  Memorial  is  constructed  of  local  stone  and  is  of  simple  and  mas¬ 
sive  design,  harmonising  in  character  with  the  dam  and  works,  and  bears 
a  bronze  plate  with  the  following-  inscription  : — 

“  Erected  by  the  members  of  the  Birmingham  Special 
“  Constabulary  who  guarded  these  waterworks  during 
“  a  period  of  the  Great  War,  July  7th,  1917,  to  Novem- 
“  ber  11th,  1918.” 

SHUSTOKE  UPPER  RESERVOIR. 

It  has  been  necessary  to  carry  out  the  dredging  of  the  upper  reservoir 
at  Shustoke  during  the  past  year.  The  reservoir  was  constructed  in  1883, 
and  this  is  the  first  occasion  on  which  it  has  been  cleared  of  the  deposit. 

The  work  was  satisfactorily  carried  out  by  Messrs.  Bom  ford  and 
Evershed,  Ltd.,  at  a  cost  of  £2,704,  against  an  estimated  cost  of  £4,470. 


ELAN  SUPPLY. 

HOUSE  FOR  SUPERINTENDENT  OF  AQUEDUCT, 

The  property  of  the  Water  Department  known  as  “  Springfield 
House,”  Ludlow,  includes  a  residence  for  the  Chief  Engineer’s  assistant 
who  is  responsible  to'  him  for  the  superintendence  of  the  Aqueduct.  It  is 
essential  that  this  officer  shall  be  available  day  and  night  for  the  purpose  of 
dealing  with  any  emergency  which  may  arise,  and  he  must  therefore 
reside  near  the  Chief  Engineer’s  Office  at  Ludlow  and  be  in  touch  with 
the  Aqueduct  telephone  system  and  the  various  walksmen,  etc. 

For  some  time  past  complaints  have  been  made  as  to  the  unsatisfac¬ 
tory  condition  of  the  before-mentioned  residence,  and  its  state  has  become 
so  serious  as  to  constitute  a  menace  to  the  health  of  the  occupants.  The 
causes  from  which  the  complaints  arise  rendered  immediate  action  neces¬ 
sary,  and  enquiries  have  been  made  with  the  object  of  securing  other 
suitable  accommodation. 

Quite  recently  your  Committee  ascertained  that  the  owner  of  the 
property  known  as  “  The  Gables,”  which  adjoins  the  Chief  Engineer’s 
offices  at  Ludlow  (see  accompanying  plan)  was  willing  to  dispose  of 
it.  The  property  is  freehold  and  comprises  a  dwelling  house  with  suit¬ 
able  accommodation,  standing  in  about  half  an  acre  of  garden  ;  t  >gethcr 
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with  a  meadow  and  orchard  amounting-  to  about  If  acres,  giving  a 
total  area  of  2f  acres.  The  present  return  from  the  land  is  estimated 
at  about  £27  per  annum.  The  owner  will  not  sell  the  house  separately 
from  the  land. 

The  price  asked  for  the  property  is  £1,650,  with  possession  on  1st 
August  next. 

Having  regard  to  all  the  circumstances,  and  especially  to  the  de¬ 
sirability  of  the  present  accommodation  being  abandoned,  your  Com¬ 
mittee  are  strongly  of  opinion  that  the  offer  is  one  which  it  would  be 
eminently  desirable  to<  accept.  The  results  of  other  enquiries  made  as 
to  a  suitable  property  have  invariably  resulted  in  the  prices  asked  being 
prohibitive. 

Under  the  circumstances  your  Committee  are  prepared  to  provide 
the  money  out  of  Revenue. 

Your  Committee  therefore  recommend  the  City  Council  to  authorise 
them  to  accept  the  offer  and  to  instruct  the  Town  Clerk  to  complete  the 
purchase  and  affix  the  Corporate  Common  Seal  to  any  necessary  docu¬ 
ments. 


A.— STATEMENT  OF  AUTHORIZED  CAPITAL 
On  the  31st  March,  1921. 


-  1 

Description. 

2 

Total  Amounts 
Borrowed  and 
Liability  on  Annuities 
at  31st  March,  1921. 

3 

Remaining  to  be 
Borrowed. 

4 

Total  Amount 
Authorized. 

£  s.  d. 

Under  Birmingham  (Cor- 

poration)  Water  Acts, 

1875  and  1879. 

Annuities  (Capitalized  at  25 

years'  purchase) 

1,018,884  13  9 

Birmingham  Corporation 

3J%  Stock 

407,539  1  9 

Ditto  ditto  3  %  Stock 

184,102  2  11 

Ditto  ditto  24%  Stock 

12,431  8  9 

Total  amount  outstanding 

£1,622,957  7  2 

Annuities  purchased,  Stock 

cancelled  or  transferred, 

and  Loans  repaid  from 

Sinking  Fund  ... 

474,902  1 1  6 

£2,097,859  18  8 

£2,097,859  18  8 

Under  Birmingham  (Cor- 

poration)  Water  Acts, 

1892,  &c. 

Birmingham  Corporation 

£  s.  d. 

3J%  Stock 

59,509  9  5 

Ditto  ditto  3  %  Stock 

1,309,494  8  5 

Ditto  ditto  2|%  Stock 

1,137,273  18  8 

Ditto  ditto  6  %  vStock 

515,000  0  0 

Loans 

2,963,269  13  9 

Total  amount  outstanding 

£5,984.547  10  3 

Stock  cancelled  or  trans- 

ferred,  and  Loans  repaid 

from  Sinking  Fund 

381,121  9  9 

£6,365,669  0  0 

£234,331  0  0 

£6,600,000  0  0 

Under  the  Birmingham 

(Water  &  Gas)  Order, 

1914. 

Loans  . 

58,252  19  0 

•Birmingham  Corporation 

i 

6%  Stock  . 

40,000  0  0  | 

[Total  amount  outstanding 

L 

98,252  19  0 

Loans  repaid  from  Sinking 

Fund  . 

1,747  1  0 

*. 

£100,000  0  0 

£100,000  0  0 

6 


lOr.  B.— CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1920. 

Expenditure 
during 
the  Year. 

Total  to 

31st  March, 

1921. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1 920 

4  l/W  V  •••  •••  •••  ••• 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

•  •  » 

•  •  • 

£2,097,859  18  8 

“2>r.  G.— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  192  ) 

2  ,,  Expenditure  since  that  date 

Total  carried  to  Balance  Sheet 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 
under  Sec.  22  of  the  Birming¬ 
ham  Corporation  Water  Act, 
1 99 2  ...  .*•  ...  ... 

Total  Carried  to  Balance  Sheet 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1920 

5  ,,  Expenditure  since  that  date 

Less  Depreciation  and  Sales 


Total  carried  to  Balance  Sheet 


5,858,595  12  0 


191,729  5  9 


315,765  13  4 


619  11  3 


29,253  3  10 
790  2  1 


28,463  1  9 


5,859,215  3  3 


191,729  5  9 


344,228  15  1 


£6,395,173  4  1 


“Dr.  D. — CAPITAL  ACCOUNT  No.  3,  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1920 

36,066  6  3 

2  ,,  Expenditure  since  that  date 

53,588  16  4 

Total  carried  to  Balance  Sheet 

89,655  2  7 

Balance  of  Capital  Account 

10,344  17  5  : 

£100,000  0  0 
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(CORPORATION)  WATER  ACTS,  1875  AND  1879.  <£r. 

31st  March,  1921. 


1 

• 

Capital  at 

31st  March,  1920. 

Additions  +  or 
Reductions — 
during  the  Year. 

Capital  at 

31st  March, 

1921. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities 

1,063,258  0  5 

—44,373  0  8 

1,018,884  13  9 

2  ,,  Birmingham  Corporation 

3£%  Stock  ... 

407,539  1  9 

* 

•  •  • 

407,539  1  9 

3  ,  Birmingham  Corporation 

3%  Stock  ...  . 

191,511  5  3 

*—7,409  2  4 

184,102  2  11 

4  ,,  Birmingham  Corporation 

2 J%  Stock... 

12,431  8  9 

* 

•  •  • 

12,431  8  9 

Total  Amount  Outstanding 

•  •  • 

1,622,957  7  2 

5  „  Annuities  purchased  and 

Stock  cancelled  from  Sink- 

ing  Fund 

423,120  2  6 

+  51,582  9  0 

474,902  1 1  6 

T otal  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

£2,097,859  18  8 

(CORPORATION)  WATER  ACTS,  1892,  &c.  £r. 

31st  March,  1921. 


1 

By  Birmingham  Corporation 

59,509 

9 

3£%  Stock 

59,509 

9 

5 

* 

•  •  • 

5 

2 

,,  Ditto  3%  Stock 

1,360,094 

13 

3 

*—50,600  4  10 

1,309,494 

8 

5 

3 

,,  Ditto  2J%  Stock 

1,197,684 

17 

8 

*—60,410  19 

0 

1,137,273 

18 

8 

4 

,,  Ditto  6%  Stock 

*  +  515,000  0 

0 

515,000 

0 

0 

5 

,,  Birmingham  Corporation  Bills 

480,875 

0 

0 

—480,875  0 

0 

—  — 

— 

6 

,,  Mortgages  and  Loans 

3,018,717 

5 

3 

1—36,322  11 
1—19,125  0 

6 

0 

[2,963,269 

13 

9 

Total  Amount  Outstanding 

5,984,547 

10 

3 

7 

,,  Stock  cancelled  or  trans- 

ferred  and  Loans  repaid 
from  Sinking  Fund... 

233,787 

14 

5 

+  147,333  15 

4 

381,121 

9 

9 

Deduct  Loans  in  excess  of 

6,365,669 

0 

0 

Capital  Requirements  paid 
into  Sinking  Fund  ... 

•  •  • 

•  •  • 

1,777 

16 

10 

T otal  carried  to  Balance  Sheet 

•  •  • 

•  •  • 

6,363,891 

3 

2 

8 

,,  Balance  of  Capital  Account 

•  •  • 

•  •  • 

31,282 

0 

11 

J 

£6,395,173 

4 

J 

(WATER  AND  GAS)  ORDER,  1914.  dr. 

31st  March,  1921. 


1  By  Mortgages . 

60,000  0  0 

—1,747  1  0 

58  252  19  0 

2  ,,  Birmingham  Corporation 

6%  Stock 

•  •  • 

+  40,000  0  0 

40,000  0  0 

3  ,,  Loans  repaid  from  Sinking 

98,252  19  0 

Fund 

•  •  • 

+  1  747  1  0 

1,747  1  0 

Total  carried  to  Balance  Sheet 

•  •  • 

• 

•  •  • 

£100,000  0  0 

*Part  of  the  Annual  Instalments  on  these  Stocks  paid  over  by  the  Water  Department,  amounting  to  ,£51,955  :7i-  7+  ** 

emporar  invested  in  War  Stock. 


B 


“3)r.  E— REVENUE 

For  the  Year  ended 


1920. 

Year  to 

31st  Mar.,  1921. . 

Maintenance  of  Works,  and 

£ 

s. 

d. 

£  s. 

d.  1 

1 

Distribution  of  Water. 

1 

£ 

Old  Supply. 

1 

To  Pumping,  including 

Salaries,  Wages,  Coal,  and 

30,334 

Stores  at  Pumping  Stations 

38,919 

18 

9 

2,483 

2 

,,  Filtration  ... 

3,220 

3 

1 

3 

,,  Maintenance  of  Engines 

6,695 

4 

and  Boilers 

,;  Maintenance  of  Reservoirs 

7,826 

6 

11 

4,204 

43,716  — 

Pumping  Stations,  &c.  ... 

7,927 

17 

6 

57,894  6 

Elan  Supply. 

5 

,,  Filtration  and  Hardening 

- 

5,783 

6 

(Elan  Valley) 

,,  General  Maintenance  and 

6,815 

16 

11 

Supervision  of  Elan 

3,128 

7 

Valiev  Works 
%/ 

,,  Administration  of  Elan 

4,697 

9 

4 

158 

8 

Village 

,,  Maintenance  and  Super- 

458 

5 

0 

9,904 

9 

vision  of  Aqueduct 
„  Pumping  at  Franklev, 

16,381 

14 

5 

12,890 

10 

Edgbaston  and  Selly  Oak 
,,  Maintenance  of  Engines, 

18,732 

12 

3 

Frankley,  Edgbaston  and 

1,941 

Selly  Oak  ... 

2,887 

2 

4 

3,806 

11 

,,  Filtration  (Frankley) 

5,036 

1 

9 

* 

12 

,,  Maintenance  of  Filters 

901 

13 

(Frankley)  * 

,,  Maintenance  of  Works 

1,418 

19 

8 

1,928 

14 

(Frankie}7) 

,,  General  Working  Expenses 

3,955 

15 

5 

1,777 

and  Wages  (Frankley)  ... 

2,356 

8 

9 

62,740  5 

10 

42,216 

£85,932 

Carried  forward 

•  • 

• 

£120,634  12 

1 

9 


ACCOUNT. 

31st  March,  1921. 


Year  to 

:31st  Mar.,  1921. 

£  S.  d. 

1  By  Water  Rates  and  Charges  500,066  13  1 1 

2  „  Ditto  ditto  ditto 

Supplies  in  bulk  ...  10,325  15  3 


3  „  Net  Rents  of  Lands,  etc.  (Old  Works  and 

Elan  Aqueduct)  .  ... 

4  ,,  Net  Rents  of  Lands,  etc.  (Elan  Watershed) 

5  ,,  Net  Receipts  on  Fishing  ...  . 

6  ,,  Transfer  Fees . 

7  ,,  Superannuation  Scheme,  1909 

Members’  Contributions  . 

8  „  Profit  on  Farming  ...  ...  . 


510,392 

9 

2 

2,741 

13 

11 

733 

8 

11 

189 

16 

11 

13 

15 

0 

1,411 

14 

0 

Carried  forward 


£515,482  17  11 


dr. 

1920. 

£ 

481.460 

8  861 

1,808 

679 

215 

14 

1,143 

200 


£494,380 
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E.— REVENUE 
For  the  Year  ended 


Dr. 


Year  to 

1920 

31st  March,  1921. 

£ 

£  s.  d. 

£  s.  d. 

85,932 

Brought  forward  ... 

•  •  • 

120,634  12  1 

Maintenance  of  Works,  and 

Distribution  of  Water — 

continued. 

General. 

15  To  Maintenance  and  Renewal 

9.493 

of  Mains  and  Meters 

12,517  0  4 

3,137 

16  ,,  Salaries 

4,721  6  7 

3,642 

17  ,,  Waste  Inspection 

3,807  1  3 

Superannuation  Scheme, 

1909 

18  ,,  Superannuation 

718 

Allowances  ...  790  11  8 

19  ,,  Pensions  to 

Officers  and 

412 

Servants  ...  452  19  1 

20  ,,  Optional 

174 

Allowances  . . .  227  14  3 

1 ,47 1  5  0 

191 

21  ,,  Workmen’s  Compensation 

365  0  6 

70,836 

22  ,,  Rates  and  Taxes 

107,191  10  1 

23  ,,  Rents,  Tithes,  Easements 

374 

and  Wavleaves  ... 

400  3  4 

24  ,,  Chemical  and  Bacterial 

416 

Examination  of  Water... 

482  0  9 

25  ,,  General  Working  Ex- 

10,894 

penses  and  Wages 

15,246  16  7 

26  ,,  National  Insurance  Act, 

285 

Part  I.,  Health  ... 

502  17  10 

27  ,,  National  Insurance  Act, 

IS 

Part  II.,  Unemployment 

207  19  1 

146,913  1  4 

100.590 

186  522 

Carried  forward 

*  •  • 

£267,547  13  5 

ACCOUNT — continued. 


31st  March,  1921. 


Year  to 
31st  March, 
1921. 


£  s.  d. 

Brought  forward  ...  515,482  17  11 


1920 

£ 

494,380 


Carried  forward  ...  £515,482  17  11 


£494,380 
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E . — Revenue 
For  the  Year  ended 


3>r. 


1920 

£ 

Year  to 

31st  March,  1921. 

£ 

s. 

d. 

£ 

s. 

d. 

186,522 

Brought  forward 

•  • 

267,547 

13 

5 

Management. 

28,892 

28  To 

Office  Salaries 

36,667 

3 

10 

1,124 

29 

yy 

Meter  State  Taking 
Superannuation  Scheme, 

1,210 

13 

0 

1909 

984 

30 

yy 

Superannuation 

Allowances  2,036  6  4 

114 

31 

y  y 

Contributions 

returned  on 
decease  or 

retirement  of 

Members  ...  — 

2,036 

6 

4 

5,934 

32 

y  y 

Office  and  Incidental 

Expenses 

6,065 

3 

8 

2,948 

33 

y  y 

Bank  Commission  and 

Share  of  Loans  Fund 
Management  Expenses... 

4,218 

8 

3 

1,004 

34 

y  > 

Abatements 

1,459 

16 

9 

97 

35 

y  y 

Bad  Debts  . 

78 

2 

10 

112 

36 

yy 

Law  and  Professional 

41,209 

Charges  ... 

192 

6 

4 

51,928 

1 

0 

37 

yy 

Works  for  LTtilization  of 

13,000 

River  Blythe 

4,500 

0 

0 

188 

38 

y  y 

Revision  of  Water  Rental 

2,328 

14 

11 

2,000 

39 

y  y 

Offices  at  Counfcil  House, 

Payment  to  Gas  Depart¬ 
ment 

2,000 

0 

0 

1,642 

40 

»» 

Loss  on  Hydraulic  Power 

Supplies  ... 

398 

15 

6 

458 

41 

y  y 

Special  Expenses  re  War 

— 

— 

343 

42 

y  y 

Loss  on  Maintenance  of 

Services,  Service  Laying, 
and  Testing  Fittings  ... 

118 

14 

8 

43 

y  y 

Loss  on  Farming . 

565 

17 

3 

44 

y  y 

Strengthening  at  Fred- 

• 

erick  Road 

1,991 

6 

0 

45 

y  y 

Strengthening  at  Frankley 

4,000 

0 

0 

245,362 

335,379 

2 

9 

249  018 

46 

y  y 

Balance  carried  to  Profit 

and  Loss  Account  (F)  ... 

180,103 

15 

0 

£494,380 

£515,482 

17 

11  :  j 

r  ' 

j 

TELEGRAPHIC  ADDRESS. 
WATER.  BIRMINGHAM'. 


IT  IS  REQUESTED  THAT  ALL  COMMUNICATIONS 
BE  ADDRESSED  TO’TME  SECRETARY" 


IN  YOUR  REPLY 
PLEASE  REFER  TO 


(Kliidh>r  X) uv't mm rt , 

s  s  /  ts;/:  //  s? 


<7j  , 

fy  s  r //?.</.  / 


Account — continued. 
31st  March,  1921. 
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Brought  forward 


dx . 


31st 


Year  to 
March,  1921. 


1920 


£  s.  d. 
515,482  17  11 


£ 

494,380 


£515,482  17  11  £494,380 


~3>r. 

1920. 

£ 

42,596 

20,713 

795 

21,508  - 

120,000 

76,651 

30,519 
227,170  - 

14,955 


3,398 

20,540 

20,683 

44,621 

35,265 
79,886  - 

2,819 

£388,934 
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F 

For 


1  To  Balance  brought  from  last  account  ... 

2  ,,  Annuities 

3  ,,  Interest  under  Acts  1875 

and  1879. 

On  Birmingham  Cor¬ 
poration  Stock  (in- 


eluding  share  of  costs  of 

issue) 

20,467  16  8 

On  Advances  from  Gas 

Department  Sinking 

Fund 

- — 

,,  Interest  under  Acts 

1892,  &c. 

On  Mortgages  and  Loans  .. 

143,653  18  11 

On  Birmingham  Corpora- 

tion  Stock  (including 

share  of  costs  of  issue)... 

103,337  12  8 

Discount  on  issue  of  Bir- 

mingham  Corporation 

•••  •••  ••• 

529  7  5 

,,  Redemption  of  Debt. 

Sinking  Fund  for  Extinc- 

tion  of  Annuities 

The  following  amounts 

are  provided  for  Redemp- 

tion  of  Stock  and  tern- 

porarily  invested  in  War 

* 

Stock 

0%  Stock 

1,122  19  8 

34%  Stock 

3,525  16  6 

3%  Stock 

21,171  II  4 

2J%  Stock 

20,177  15  9 

45,998  3  3 

1 

Sinking  Fund  for  Redemp-' 

tion  of  Mortgages 

38,(169  12  6 

6  ,,  Bank  Interest,  &c. 


.—PROFIT  AND 

the  Year  ended 

Year  to 
31st  March, 

1921. 

£  s.  d. 
28,907  8  10 

41,007  2  2 


20,467  10  8 


247,520  19  0 
15,366  6  10 


84,067  15  9 
9,134  0  8 

£440,501  9  11 


15 

LOSS  ACCOUNT. 

31st  March,  1921. 


1  By  Balance  brought  from  last  Account 

2  ,,  Balance  of  Revenue  Account  (E)  . 

3  „  Hydraulic  Power  A/c  in  respect  of  Capital 

Charges  . 

1  ,,  Contribution  from  Borough  Fund  and  Rate 

Account 

5  „  Balance  carried  to  Balance  Sheet . 


Year  to 
31st  March, 
1921. 


£  s.  d. 


180,103  15  2 


200,000  0  0 
66,487  14  9 


£446,591  9  1 1 


t£r. 

1920. 

£ 

9,798 

249,018 

1,151 

100,000 

28,967 


£388,934 
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G.— HYDRAULIC  POWER 
For  the  Year  ended 


“Dr. 


Year  ended 

1920. 

31st  March,  1921. 

£ 

£  s.  d. 

< fl 

1  To  Ground  Rent  ... 

96  15  0 

450 

2  ,,  Rates  on  Buildings  ... 

656  5  0 

881 

3  ,,  Salaries  and  Wages  at  Station 

1,028  12  8 

397 

4  CrA  s 

y  y  CIO  •  •  •  •••  •  •  •  •••  •••  til 

547  5  1 

118 

5  , ,  Stores,  &c.  ...  ...  ...  ...  ..u 

95  18  0 

512 

6  „  Water  (9,381,000  Gallons)  ... 

548  4  4 

2455 

. 

£2,973  0  1 

491 

7  ,,  Balance  brought  forward 

398  15  6 

8  „  Charges  on  Capital  Outlay,  viz.  : — 

On  Balances  outstanding — 

44 

Interest  under  Acts  1875  and 

1879  . £743  0  0 

22  5  9 

287 

Interest  under  Acts  1 892,  &c.£9,545  3  2 

286  7  2 

722 

Sinking  Fund  under  Acts  1875  and  1879  ... 

743  0  0 

98 

Sinking  Fund  under  Acts  1892,  &c.  ... 

106  4  11 

1,642 

£1,556  13  4 

17 


SUPPLY  ACCOUNT.  (Tr. 

31st  March,  1921. 


1  By  Charges  for  Power  ... 

2  ,,  Balance  carried  to  Revenue 

Account  ... 


•  •  •  •  •  • 


3  By  Balance  being  loss  fcr  the  year 


Year  ended 
31st  March,  1921 

£  S.  d. 

2,574  4  7 


398  15  6 


£2,973  0  1 


1,556  13  4 


1920. 

£ 

1,964 


491 


2455 


1,642 


£1556  13  4  1,642 
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H.— SINKING  FUND  FOR 
For  the  Year  ended 


1th. 


1  To  Balance  brought  from  last  Account  ... 

£  s.  d. 

16,439  10  4 

2  ,,  Purchase  of  £1,774  18s.  8d.  Annuities 
(capitalized  at  25  years’  purchase) 
as  per  Capital  Account  “  B  ”  ...  £44,373  6  8 

Less  Discounts  on  Annuities  purchased  12,912  1  5 

31,461  5  3 

£47,900  15  7 

JP  r. 


I.— BALANCE  SHEET, 


£  s.  d. 

£  s.  d. 

1  To  Capital  Account  No.  1,  as  per  Account 

“  R  ” 

17  •••  •••  ••• 

•  •  • 

2,097,859  18  8 

2  ,,  Capital  Account  No.  2,  as  per  Account 

tt  p  >> 

v7  •••  •••  •••  •••  ••• 

•  •  • 

6,363,891  3  2 

3  ,,  Capital  Account  No.  3,  as  per  Account 

“  I)  ” 

'  •••  •••  •••  •••  ••• 

•  •  • 

100,000  0  0 

4  ,,  Redemption  Fund  (temporarily  in- 

vested  in  War  Stock) 

•  •  • 

51,955  17  7 

5  ,,  Reserve  in  respect  of  Forged  Transfers 

* 

Act,  1891 

•  •  • 

1,500  0  0 

6  ,,  Annuities  accrued  to  date 

10,188  16  11 

7  ,,  Interest  accrued  to  date 

66,382  19  9 

8  ,,  Trade  Creditors  : — 

On  Capital  Account  574  12  10 

On  Revenue  Account  94,846  16  11 

95,421  9  9 

— 

171,993  6  5 

9  ,,  Treasurer  of  the  City  : — 

On  Capital  Account 

20,362  10  8 

On  Revenue  Account 

177,405  2  10 

On  Sinking  Fund  Account... 

32,534  8  9 

230,302  2  3 

£9,017,502  8  1 

J.  H.  BROADLEY, 

Secretary. 


13///  May,  1021 
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ANNUITIES  ACCOUNT. 

dx. 

31st  March,  1921. 

£  s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  “  F  ” 

15,366  6  10 

2  „  Balance  to  be  carried  to  next  Account 

32,534  8  9 

£47,900  15  7 

31st  March,  1921 


dx. 


- 

£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

,,  Capital  Account  No.  2,  as  per  Account  “  C  ” 

2  On  Elan  Supply 

5,859,215  3  3 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

344,228  15  1 

5  ,,  Capital  Account  No.  3,  as  per  Account  “  D.” 

On  Works  under  the  Birmingham  (Water  and 

Gas)  Order,  1914. 

89,655  2  7 

6  „  Birmingham  Corporation  Loans  Fund — Portion  of 

Fund  invested  applicable  to  Redemption  of  Cor- 

poration  Stock 

5 1,955  17  7 

7  ,,  Profit  and  Loss  Account,  as  per  Account  “  F  ” — 

Balance  at  Debit  thereof  ... 

66,487  14  9 

8  ,,  Sinking  Fund  Account,  as  per  Account  “  H  ” — 

Balance  at  Debit  thereof  ... 

32,534  8  9 

9  „  Debtors  for  Water  Rates,  Services,  etc. 

225,039  9  0 

10  „  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores 

58,796  12  8 

£9,017,502  8  1 

Examined  and  found  correct, 

HOWARD  SMITH,  BRETTELL  &  CO., 

Auditors . 
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J  — COMPARATIVE  ANALYSTS  OF  THE  RENTALS 


1919 

1920. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

Domestic — At  Landlords'  Compound  Rates  ... 

•  •  • 

123,893 

120,496 

Domestic — At  Occupiers’  Rates 

•  •  • 

103,756 

105,608 

J3ct  t  hs  •••  •••  •••  •  •  • 

•  •  • 

13,069 

13,123 

Hose  Pipe  and  Garden  Taps 

•  •  • 

2,242 

2,327 

♦Public-houses 

•  •  • 

6,623 

6,421 

Totals  from  Domestic  Supplies 

•  •  • 

249,583 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

8,701 

8,623 

Private  Fire  Appliances  ... 

•  4  • 

1,753 

2,222 

Lock-up  Shops,  Offices,  and  Warehouses 

•  •  • 

15,726 

16,529 

Churches.  Chapels,  and  Schools  ... 

•  •  « 

830 

856 

Unmeasured  Supplies  for  Building  Purposes  ... 

•  •  • 

104 

902 

Totals  from  Unmeasured  Trade  &  Miscellaneous 
Supplies 

27,114 

MEASURED  SUPPLIES. 

Trade  Supplies 

•  •  • 

187,279* 

187,324 

Railways,  Street  and  Road  Watering,  etc. 

•  •  • 

13,103 

17,029 

Totals  from  Measured  Supplies 

•  •  • 

200,382 

SUPPLIES  IN  BULK  . 

•  •  » 

477,079 

8,351 

TOTAl  RENTAI . 

•  •  • 

£485,430 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH.  1920  and  1921. 


Totals  for  1920. 

1921. 

Totals  for  1921. 

Difference. 

Increase.  Decrease. 

Percentage, 

Increase  + 

Decrease  — 

£ 

£ 

£ 

£  £ 

£ 

247,975 

257,404 

9,429 

3-80  + 

9,001 

378 

4-38  + 

2,716 

494 

22-23  4- 

17,798 

1,269 

7-68  -f 

860 

4 

0-47  + 

2,087 

1,185 

131-37  + 

29,132 

32,462 

3,330 

11-43  4- 

191,552 

4,228 

2-26  4- 

18,649 

1,620 

9-51  4- 

204,353 

210,201 

5,848 

2-86  4- 

481,460 

500,067 

18,607 

3-86  4- 

8,861 

10,325 

1,464 

16-53  + 

490,321 

510,392 

20,071 

4-09  4- 
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K. -ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


1914 

1915 

1916 

Total  average  consumption  per 

day  ...  ...  ...  ... 

23-393  m.g. 

24-058  m.g. 

25-644  m.g. 

Maximum  Day : — 

Date  ...  ...  ... 

19th  June,  1913 

1st  July,  1914 

5th  June,  1915 

Quantity  ... 

28-324  m.g. 

32-349  m.g. 

30*647  m.g. 

Estimated  average  population 
in  supply  for  the  year,  based 
on  4-5  persons  per  house 
on  the  average  number  of 
houses  in  supply 

856,346 

860,807 

Average  population  in  supply 
estimated  on  data  furnished 
by  the  Medical  Officer  of 
Health  for  the  City 

— 

902,712 

Average  gross  consumption 
per  head  per  day  ... 

27-32  galls 

27-95  galls. 

28*11  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  etc.  . 

7-38  galls. 

7 -80  galls. 

8*45  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies 

3-43  galls. 

:MI  galls. 

3*12  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

1 6  *  T 1  galls. 

17  04  galls. 

16*84  galls. 

23 


SUMPTION  PER  HEAD  PER  DAY. 
MARCH  31st. 


1917 

28-088  m.g. 

1918 

29-420  m.g. 

1919 

29-063  m.g. 

1920 

28-975  m.g. 

1921 

28-372  m.g. 

22nd  Feb.,  1917 

38-820  m.g. 

11th  Jan.,  1918 

39-406  m.g. 

26th  July,  1918 

36-852  m.g. 

16th  Aug.,  1919 

35-541  m.g. 

16th  Dec.,  1920 

34*433  m.g. 

907,262 

911,616 

881,722 

921,861 

922,422 

30-96  galls. 

32-27  galls. 

32-96  galls. 

31-43  galls. 

30*76  galls. 

9-63  galls. 

9-53  galls. 

9-19  gaJls. 

8-34  galls. 

8-34  galls! 

3-16  galls. 

3-20  galls. 

3-38  galls. 

3-47  galls. 

2  50  galls. 

18*17  galls. 

19-54  galls* 

20*39  galls. 

19*62  galls. 

1 9*92  galls. 
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Report  of  the  Finance  Committee 
on  THE 

Report  of  the  Water  Committee. 


ELAN  SUPPLY. 

house  for  superintendent  of  aqueduct. 

Purchase  of  Freehold  House,  including  land,  meadow 

and  orchard — Ludlow  ...  ...  ...  ...  £1,650 

Provided  that  this  expenditure  is  defrayed  from  Revenue,  as  arranged 
with  the  Water  Committee,  the  Finance  Committee  offer  no  objection  to 
this  proposal. 


resolutions. 

1.  That  the  report  of  the  Water  Committee,  as  printed  and  issued, 
with  the  report  of  the  Finance  Committee  thereon,  be  received  and 
entered  on  the  Minutes. 

2.  That  the  offer  of  the  owner  to  sell  to  the  Corporation  the  •pro¬ 
perty  known  as  “  The  Gables,”  Ludlow  with  meadow,  land  and  orchard 
attached,  for  the  sum  of  £1,650,  be  accepted,  and  the  purchase  money 
provided  from  revenue  ;  also  that  the  Town  Clerk  be,  and  he  is  hereby, 
instructed  to  prepare  and  attach  the  Corporate  Seal  to  any  documents 
necessary  to  complete  the  transfer  of  the  property  to  the  Corporation. 

3.  That  the  report  of  the  Water  Committee  be  approved. 


I  I  ^ 

l  < 


OF  Ul,MS  UBBMf 

JUL  2  8  1922 

CITY  OF  BIRMINGHAM. 


IReport 

OF  THE 

WATER  COMMITTEE 

PRESENTED  AT  THE 

MEETING  OF  THE  COUNCIL  ON  TUESDAY,  THE  30th  DAY 

OF  MAY,  1922. 


ACCOUNTS. 

Your  Committee  submit  the  Accounts  and  Balance  Sheet  for  the 
year  ended  31st  March,  1922. 

The  water  rates  and  charges,  including  bulk  supplies,  show  an  in¬ 
crease  over  last  year  of  £62,381,  that  is  12-22  per  cent. 

The  charges  for  the  supply  of  water  for  domestic  purposes  were,  by 
an  Order  of  the  Minister  of  Health  dated  17th  August,  1921,  increased  by 
50  per  cent,  as  from  Michaelmas  last.  The  resulting  increased  revenue 
was  estimated  at  £72,500  for  the  half-year  to  Lady  Day,  1922.  The 
revenue  from  measured  supplies  shows  a  decrease  of  £23,469  as  com¬ 
pared  with  last  year,  which  is  attributable  to  general  trade  conditions. 

The  working  expenses  amount  to  £333,546,  being  £1,834  less  than 
a  year  ago. 

In  consequence  of  trade  conditions,  the  local  supplies  have  net  been 
called  upon  during  a  great  part  of  the  year,  and,  consequently,  the  expen¬ 
diture  under  the  heading  of  “  Old  Supply  ”  shows  a  decrease  of  some 
£27,000  against  that  of  last  year.  On  the  other  hand,  the  Department 
has  had  to'  meet  additional  expenditure  during  the  year.  Consequent 
upon  works  carried  out  by  the  Public  Works  Department  for  the  re¬ 
inforcement  of  a  number  of  roads  within  the  City,  it  has  been  necessary 
to  carry  out  alterations  to  water  mains  at  a  cost  of  over  £10,000.  The 
rates  and  taxes  paid  by  the  Department  are  over  £5,000  greater  than  they 
were  last  year.  During  the  year  the  expenditure  associated  with  the 
strengthening  of  mains  at  Frederick  Road,  Selly  Oak,  and  at  Frankley  has 
been  entirely  written  off.  In  accordance  with  the  Council’s  authority  and 
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the  concurrence  of  the  Finance  Committee,  a  house  at  Ludlow  for  the 
superintendent  of  the  Aqueduct  has  been  purchased  out  of  revenue.  The 
share  of  the  cost  of  the  alterations  to  the  Water  Department’s  Offices  for 
the  purpose  of  providing-  additional  accommodation  for  the  Municipal 
Bank  and  the  Salvag-e  Department  is  also  included  in  the  year’s 
expenditure. 

The  balance  of  Revenue  Account  amounts  to  £244,14 
£180,103  last  year. 

The  charges  for  annuities  and  interest,  as  shown  in  the 
Profit  and  Loss  Account,  amount  to  £326,324,  against 
£318,190  a  year  ago,  an  increase  of  ... 

Whilst  the  charges  for  redemption  of  debt  amount  to 
£105,214,  against  £99,434  last  year,  or  an  increase  of 


Making  a  total  increase  in  the  capital  charges  over  last 
year  of 


The  year’s  working  shows  a  deficiency  of  ... 

To  which  must  be  added  the  debit  balance  brought  forward 
from  last  year  of  ... 

Making  a  total  debit  balance  of 

During  the  year  there  has  been  received  from  the  Rates  the 
sum  of 


Leaving  a  credit  balance  to  be  carried  forward  of  ... 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  submitted 
with  this  report.  The  average  daily  distribution  within  the  area  of 
supply  has  been  25-357  million  gallons,  against  2 8-372  million  gallons  in 
the  previous  year,  being  a  decrease  of  10  63  per  cent. 

In  the  daily  average  there  has  been  a  decrease  in  the  low  level  zone 
of  1411  per  cent.,  in  the  middle  level  zone  a  decrease  of  11-72  per  cent., 
and  in  the  high  level  zone  a  decrease  of  4-32  per  cent.  The  measured 
supplies  show  a  decrease  of  1854  per  cent.,  whilst  the  unmeasured  sup¬ 
plies  show  a  decrease  of  7-68  per  cent.  The  bulk  supply  to  Coventry 
shows  an  increase  of  3-25  per  cent. 

highter’s  heath  reservoir. 

The  Contractors  (Messrs.  Wm.  Muirhead,  Macdonald  Wilson  and 
Co.,  Ltd.)  have  now  completed  the  construction  of  the  Highter’s  Heath 
Reservoir,  and  it  was  brought  into'  use  on  the  22nd  November  last.  The 
final  amount  of  the  contract  is  £43,532  4s.  3d. 


,  against 
£ 

8,134 

5,780 

£13,914 

187,389 

66,488 

253,877 

255,000 

£1,123 
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In  submitting  their  report  to  the  Council  on  8th  June,  1920,  the  Com¬ 
mittee  stated  that  the  contract  figure  (£40,514  3s.  6d.)  was  subject  to 
variation  in  the  prices  of  labour  and  material  from  the  rates  ruling  at  the 
date  of  the  tender.  Ihe  difference  in  the  final  amount  of  the  contract  is 
accounted  for  by  increases  in  wages  and  the  cost  of  materials. 


RAINFALL. 

The  rainfall  at  Whitacre,  Erdington  and  In  the  Elan  Valley  during 
the  past  fourteen  years  has  been  as  under  :  — 


Year. 

Whitacre. 

Erdington. 

*  Calculated 
Average  Rainfall  m 
the  Elan  Valley. 

Inches. 

Inches. 

Inches. 

1908 

254 

28-3 

60-9 

1909 

28-2 

27-8 

034 

1910 

306 

30T 

82-3 

1911 

19  3 

190 

645 

1912 

334 

32-8 

78'3 

1913 

25*7 

24-8 

725 

1914 

25  5 

260 

76-4 

1915 

28-5 

27T 

68-9 

1916 

26*7 

265 

76T 

1917 

24-3 

24-8 

65  2 

1918 

2T2 

24-2 

79  4 

1919 

27-4 

27‘0 

67-2 

1920 

27*3 

28-7 

76-6 

1921 

17*1 

18-0 

59  4 

*  In  place  of  the  arithmetical  mean  of  the  Elan  Valley  Gauges  hitherto  given  in  this 
column,  the  average  annual  rainfall  figures  officially  calculated  by  the  Meteorological 
Office  are  substituted,  and  will  be  continued  in  the  future  as  being  the  more  accurate. 


RESKRV  OIRS  AT  WHITACRE - FISHING. 

With  a  view  to  the  improvement  of  the  facilities  for  fishing  in  the 
reservoirs  at  Whitacre,  your  Committee  allowed  netting  operations  to  be 
conducted  in  November  last  and  also  in  the  spring  of  this  year,  for  the 
removal  of  the  coarse  fish.  The  netting  was  done  jointly  by  and  at  the 
expense  of  the  Severn  Board  of  Conservators  and  the  Birmingham  and 
District  United  Anglers’  Association.  A  large  quantity  of  roach  and  perch 
were  taken  and  divided  between  the  Anglers’  Association  and  the  Parks 
Department,  part  being  transferred  to'  various  sections  of  the  Stratford 
Canal,  and  the  remainder  to'  the  pools  at  Brook  Vale,  Cannon  Hill  and 
Perry  Parks. 


AUGMENTATION  OF  ELAN  SUPPLY. 

On  18th  October,  1921,  your  Committee  informed  the  Council  that 
it  had  been  decided  to  proceed  with  another  instalment  of  the  scheme 
approved  by  the  Council  on  8th  April,  1919  for  augmenting  the  supply 
from  Wales  to  Birmingham,  and  to'  lay  a  further  length  of  about  2,400 
yards  of  “  Bonna  ”  main,  together  with  certain  strengthening  of  existing 


mains. 
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A  contract  has  been  entered  into  with  Messrs.  Hughes  and  Lancaster, 
Ltd.,  for  the  provision  of  the  pipes,  and  the  work  of  laying,  etc.,  is  being 
carried  out  by  administration. 

In  connection  with  the  work  of  strengthening  existing  mains  on  the 
Aqueduct,  your  Committee  informed  the  Council  in  1919  that  the  sections 
proposed  to  be  dealt  with  were  the  Severn  and  Downton  Siphons. 

In  consequence  of  advice  tendered  by  the  Chief  Engineer  indicating 
the  existence  of  conditions  which  made  it  essential  that  strengthening 
work  should  be  carried  out  to  a  somewhat  greater  extent  on  the  Downton 
Siphon,  and  on  the  Teme  and  Hopton  Brook  Siphons  in  addition,  your 
Committee  decided  to  vary  the  original  proposals  and  to1  spread  the 
strengthening  work  over  the  Downton,  Teme,  Hopton  Brook,  and  Severn 
Siphons,  and  to  apply  to  the  Ministry  of  Health  for  their  approval  to  the 
variation  and  to  the  raising  of  a  further  sum  of  £20,000  for  the  purpose. 
Such  approval  has  been  given,  and  the  Finance  Committee  are  providing 
the  additional  capital. 

Your  Committee  have  accepted  the  tender  of  Messrs.  William  Muir- 
head,  Macdonald  Wilson  and  Co.,  Ltd.,  of  £13,191  16s.  10d.,  for  carry¬ 
ing  out  the  strengthening  work  on  the  Hopton  Brook  Siphon. 

Other  portions  of  the  strengthening  work  on  the  Aqueduct  are  being 
carried  out  by  administration. 

Following  upon  the  acceptance  of  the  tender  of  Messrs.  Hughes  and 
Lancaster,  Ltd.  before  referred  to,  your  Committee  decided  to  proceed 
with  the  laying  of  a  further  length  of  about  900  lineal  yards  of  60in. 
main,  and  to  construct  contingent  works  at  the  outlet  end  of  the  Hopton 
Brook  Siphon. 

Your  Committee  have  had  under  consideration  certain  recommenda¬ 
tions  of  the  Chief  Engineer  that  this  section  of  main  should  be  laid  in 
concrete  lined  steel  pipes. 

Your  Committee  consider  this  type  of  pipe  suitable  for  trial  on 
the  Aqueduct,  and  as  the  cost  is  estimated  to  be  considerably  less  than 
that  of  other  suitable  types,  they  decided,  in  view  of  the  short  length  of 
main  involved,  to  adopt  the  Chief  Engineer’s  recommendation.  The 
Ministry  of  Health  have  sanctioned  a  loan  of  £28,000  for  the  purpose, 
granting  the  longest  period  for  repayment  which  they  now  allow,  namely, 
30  years.  The  Finance  Committee  are  providing  the  necessary  capital. 

If  experience  justifies  the  Committee’s  decision,  the  adoption  of  this 
type  of  pipe  will  have  an  important  bearing  on  future  expenditure  in 
respect  of  further  lengths  of  additional  main,  and  your  Committee  will,  in 
due  course,  report  further  to  the  Council  on  the  subject. 

The  tender  of  Messrs.  Clayton,  Sons  and  Co.,  Ltd.,  of  £6,722,  has 
been  accepted  for  the  provision  of  the  steel  pipes  required,  whilst  the 
contract  for  the  concrete  lining  of  the  pipes  has  been  let  to  the  Stanton 
Ironworks  Co.,  Ltd.  The  laying  of  the  pipes  will  be  carried  out  by 
administration. 

It  is  anticipated  that  the  laying  of  the  foregoing  lengths  of  additional 
main  will  be  completed  towards  the  end  of  the  present  year,  and  a  further 
augmentation  of  the  supply  from  Wales  to  Birmingham  is  anticipated 
therefrom. 

The  works  now  reported  upon  will  absorb,  together  with  what  has 
been  already  spent,  about  £300,000  of  the  sum  of  £500,000  originally 
authorised  by  the  Council  on  8th  April,  1919,  in  respect  of  the  augmenta¬ 
tion  of  the  Elan  Supply,  and  of  strengthening  works  on  the  Elan 
Aqueduct. 
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A . — STATEMENT  OF  AUTHORISED  CAPITAL 


On  the  31st  March,  1922. 


I 

Description. 

2 

Total  Amounts 
Borrowed  and 
Liability  on  Annuities 
at  31st  Mar.,  1922. 

3 

Remaining  to  be 
Borrowed . 

4 

Total  Amount 
Authorised. 

Under  Birmingham  (Cor 
poration)  Water  Acts 
1875  and  1879. 
Annuities  (Capitalized  at  21 
years’  purchase) 
Birmingham  Corporation 

3|%  Stock 
Ditto  ditto  3  %  Stock 
Ditto  ditto  2J%  Stock 

£  s.  d. 

y 

1,010,291  11  3 

407,539  1  9 

171,432  15  5 
12,431  8  9 

Total  amount  outstanding 
Annuities  purchased,  Stock 
cancelled  or  transferred, 
and  Loans  repaid  from 
Sinking  Fund  . 

£1,601,694  17  2 

. 

496,165  1  6 

£2,097,859  18  8 

£2,097,859  18  8 

Under  Birmingham  (Cor¬ 
poration)  Water  Acts, 
1892,  &c. 

Birmingham  Corporation 

3J%  Stock 
Ditto  ditto  3  %  Stock 

Ditto  ditto  3%  (1902) 

Ditto  ditto  2\%  Stock 

Ditto  ditto  6  %  Stock 

Ditto  ditto  54%  Stock 

Loans';  |g . 

£  s.  d. 

59,509  9  5 
372,365  0  8 
906,616  13  2 
1,132,198  2  7 
515,000  0  0 
65,000  0  0 
2,925,857  8  7 

Total  amount  outstanding 
Stock  cancelled  or  trans¬ 
ferred,  and  Loans  repaid 
from  Sinking  Fund 

£5,976,546  14  5 

454,122  5  7 

Under  the  Birmingham 
(Water  &  G^s)  Order, 

1914. 

i  Loans  . 

Birmingham  Corporation 

6%  Stock  . 

£6,430,669  0  0 

£169,331  0  0 

£6,600,000  0  0 

56,453  9  9 

40,000  0  0 

* 

Total  amount  outstanding 

Loans  repaid  from  Sinking 

Fund  . 

•••  •••  ••• 

96,453  9  9 

3,546  10  3 

£100,000  0  0 

£100,000  0  0 
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“3>r.  B— CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1921. 

Expenditure 
during 
the  Year. 

Total  to 

31st  March, 

1922. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  S.  d. 

£  s.  d, 

1  Q91 

X  smJ  A  •••  •  •  •  •••  ••• 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

£2,097,859  18  ,8 
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CORPORATION  WATER  ACTS,  1875  AND  1879. 
31st  March,  1922. 


1  By  Annuities  . 

2  ,,  Birmingham  Corporation 

3|%  Stock . 

3  .,  Birmingham  Corporation 

3%  Stock . 

4  ,,  Birmingham  Corporation 

2J%  Stock . 

Total  Amount  Outstanding 

5  ,,  Annuities  purchased  and 

Stock  cancelled  from  Sink¬ 
ing  Fund  . 


T otal  carried  to  Balance  Sheet 


*  Annual  instalments  on  these  Stocks,  _ 

temporarily  invested  i 


Capital  at 

31st  March,  1921. 

Additions  +  or 
Reductions — 
during  the  Year 

£  s.  d. 

£  s.  d. 

1,018,884  13  9 

—  8,593  2  6 

*407,539  1  9 

•  •  • 

*184,102  2  11 

:—6,336  9  3 

[ — 6,332  18  3 

*12,431  8  9 

•  •  • 

•  •  • 

474,902  11  6 

•  •  • 

+  21,262  10  0 

•  •  • 

over  by  the  \\  ater  Department,  amounting  to" 
i  War  stock  or  in  the  hands^of  the  Treasurer. 


dr. 


Capital  at 
31st  March, 
1922. 


£  s.  d. 
1,010,291  11  3 


407,539  1  9 


!  171,432  15  5 


12,431  8  9 


1,601,694  17  2 


496,165  1  6 


£2,097,859  18  8 


636  17s.  lUd.,  are 
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Dr.  C . — CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1921. 

Expenditure 
during 
the  Year. 

Total  to 

31st  March, 

1922. 

1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1921 

5,859,215  3  3 

2  „  Expenditure  since  that  date 

— 

369  3  9 

5,859,584  7  0 

i 

Less  Sale  of  Land  ... 

412  0  0 

T otal  carried  to  Balance  Sheet 

5,859,172  7  0 

3  ,,  Amount  transferred  to 

Profit  and  Loss  Account 

under  Sec.  22  of  the  Birming- 

ham  Corporation  Water  Act, 

1 Q09 

JL  \j\J  hd  •••  •  •  •  •••  ••• 

191,729  5  9 

T otal  Carried  to  Balance  Sheel 

— 

191,729  5  9 

4  „  Expenditure  on  Local 

Works  to  31st  March,  1921 

344,228  15  1 

5  „  Expenditure  since  that  date 

•  •  • 

39,951  4  1 

Less  Depreciation  and  Sales 

808  6  8 

39,142  17  5 

T otal  carried  to  Balance  Sheet 

•  •  • 

383,371  12  6 

_ 

£6,434,273  5  3 

Dr.  D.— CAPITAL  ACCOUNT  No.  3,  UNDER  BIRMINGHAM  : 

For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1921 

89,655  2  7 

2  ,,  Expenditure  since  that  date 

•  •  • 

16,264  9  1 

Total  carried  to  Balance  Sheet 

105,919  11  8 

£105,919  11  8 
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1st  March,  1922. 


1  By  Birmingham  Corporation 

3|%  Stock 


3 

4 

5 

6 
7 


8 


99 

)  ) 

9  9 
9  9 

9  ) 
99 


Ditto 


Ditto 
Ditto 
Ditto 
Ditto 

Mortgages  and  Loans 


3%  Stock 

3%  (1902) 
2J%  Stock 
6%  Stock 


5\%  Stock 


Total  Amount  Outstanding 
Stock  cancelled  or  trans¬ 
ferred  and  Loans  repaid 
from  Sinking  Fund... 

Deduct  Loans  in  excess  of 
Capital  Requirements  paid 
into  Sinking  Fund . 


Total  carried  to  Balance  Sheet 

9  ,,  Balance  of  Capital  Account 


1892,  Sc c. 

dr. 

Capital  at 

31st  March,  1921. 

Additions '  +  or 
Reductions — , 
during  the  Year. 

Capital  at 

31st  March, 

1922. 

*59,509  9  5 

59,509  9  5 

*400,508  8  3 

— 21,192  14  8 
1—  6,950  12  1 1 

}  372,365  0  8 

*908,986  0  2 

—  2,369  7  0 

906,616  13  2 

T, 137,273  18  8 

—  5,075  16  1 

1,132,198  2  7 

*515,000  0  0 

... 

515,000  0  0 

•  •  . 

+  65,000  0  0 

65,000  0  0 

2,963,269  13  9 

-37,412  5  2 

2,925,857  8  7 

5,976,546  14  5 

381,121  9  9 

+  73,000  15  10 

454,122  5  7 

6,430,669  0  0 

•  •  • 

•  •  • 

1,777  16  10 

•  •  • 

•  •  • 

6,428,891  3  2 

•  •  • 

•  •  t 

5,382  2  J 

£6,434,273  5  3 

. - w  tine m,  amounting  I 

temporarily  invested  in  \\  ar  Stock  or  in  the  hands  of  the  Treasurer. 


(WATER  AND  GAS)  ORDER,  1914. 
31st  March,  1922. 


1  By  Mortgages . 

2  ,,  Birmingham  Corporation 

58,252  19  0 

—  1,799  9  3 

56,453  9  9 

6%  Stock 
Total  Amount  Outstanding 

3  ,,  Loans  repaid  from  Sinking 

*40,000  0  0 

•  •  • 

40,000  0  0 

96,453  9  9 

Fund  . 

Total  carried  to  Balance  Sheet 
4  „  Balance  of  Capital  Account 

*  A  1  a.  .  .  .  , 

1,747  1  0 

•  •  * 

+  1,799  9  3 

•  •  • 

3,546  10  3 

100,000  0  0 
5,919  11  8 

£105,919  11  8 

Annual  instalments  on  this  Stock,  paid  over  by  the  Water  Department,  amounting  to  £1,488  32s.  7d.  are  in 

the  hands  of  the  Treasurer. 
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E . — REVENUE 
For  the  Year  endee 


^>r. 


Year  to 

1921. 

31st  March  1 

(  )0 

Maintenance  of  Works,  and 

£ 

s. 

d. 

£ 

s. 

(i- 

Distribution  of  Water. 

£ 

Old  Supply. 

1 

To 

Pumping,  including 

Salaries,  Wages,  Coal,  and 

38,920 

Stores  at  Pumping  Stations 

16,943 

1 

7 

3,220 

2 

> ) 

Filtration  ... 

2,074 

18 

6 

3 

)  y 

Maintenance  of  Engines 

7,826 

and  Boilers 

7,648 

7 

9 

4 

99 

Maintenance  of  Reservoirs 

7,928 

Pumping  Stations,  &c.  ... 

3,690 

9 

0 

57,894  — 

— 

30,356 

16 

10 

Elan  Supply. 

5 

9  9 

Filtration  and  Hardening 

6,816 

(Elan  Valley) 

6,568 

0 

3 

6 

9) 

General  Maintenance  and 

Supervision  of  Elan 

4,697 

Valley  Works  . 

4,340 

13 

11 

7 

9  9 

Administration  of  Elan 

458 

Village  . 

769 

6 

5 

8 

99 

Maintenance  and  Super- 

16,382 

vision  of  Aqueduct 

20,633 

14 

3 

1  9 

9  9 

Pumping  at  Franklev, 

18,733 

Edgbaston  and  Selly  Oak 

17,262 

0 

3 

10 

9  9 

Maintenance  of  Engines, 

Frankley,  Edgbaston  and 

9 

2,887 

Selly  Oak  ...  . 

2,054 

12 

4 

5,036 

11 

9  9 

Filtration  (Frankley) 

5,360 

3 

2 

12 

9  9 

Maintenance  of  Filters 

1,419 

(Frankley) 

494 

6 

9 

13 

9  9 

Maintenance  of  Works 

3,956 

(Frankie}') 

3,689 

10 

0 

14 

99 

General  Working  Expenses 

2,356 

and  Wages  (Frankley)  ... 

1,875 

11 

11 

na  047 

19 

a 

tJ 

62,740 

£120,634 

Carried  forward 

•  • 

£93,404 

16 

1 

1  1 

ACCOUNT. 

;1st  March,  1922. 

H _ HI  "  - 

£r. 

f 

Year  to 

| 

31st  March,  1922. 

1921. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  553,705  15  3 

500,066 

2  „  Ditto  ditto  ditto 

Supplies  in  bulk  ...  19,067  10  7 

10,326 

— 

572,773  5  10 

3  „  Net  Rents  of  Lands,  etc.  (Old  Works  and 

Elan  Aqueduct)  . 

2,566  14  0 

2,742 

4  „  Net  Rents  of  Lands,  etc.  (Elan  Watershed) 

477  17  0 

733 

5  „  Net  Receipts  on  Fishing  . 

304  1 4  6 

190 

6  „  Transfer  Fees . 

12  17  6 

14 

7  „  Superannuation  Scheme,  1909  :  — 

Members  Contributions  . 

1,448  9  7 

1,412 

8  „  Profit  on  Farming  ...  . . 

111  9  11 

Carried  forward  . 

£577,695  8  4 

£515,483 
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E— REVENUE 
For  the  Year  ended 


1921 

£ 

120,634 


12,517 

4,721 

3,807 


790 

453 

228 

365 

107,192 

400 

482 

16,247 

503 

20S 


146,913 

267,547 


1 

Year  to 

31st  March,  1922. 

£  s.  d. 

£  s  d, 

Brought  forward  ... 

*  • 

93,404  16  1 

Maintenance  of  Works,  and 

Distribution*  ^of  Water — 

continued. 

t 

General. 

15  To  Maintenance  and  Renewal 

of  Mains  and  Meters 

22,946  8  G 

16  ,,  Salaries 

4,468  16  7 

17  ,,  Waste  Inspection 

3,660  18  4 

Superannuation  Scheme. 

1909 

18  „  Superannuation 

Allowances  ...  999  6  7 

19  „  Pensions  to 

Officers  and 

Servants  ...  399  16  6 

20  „  Optional 

Allowances  . . .  208  1  0 

1,607  4  1 

21  „  Workmen’s  Compensation 

696  8  8 

22  „  Rates  and  Taxes 

112,463  14  8 

23  ,,  Rents,  Tithes,  Easements 

and  Wayleaves . 

398  311 

24  ,,  Chemical  and  Bacterial 

Examination  of  Water... 

419  0  10 

• 

25  ,,  General  Working  Ex- 

penses  and  Wages 

14,914  1  11 

26  „  National  Health  Insurance 

A  ct 

■L  t  •  •  •  •••  ••• 

513  1  8 

27  „  National  Unemployment 

Insurance  Act . 

839  5  1 1 

— 

162,927  6  1 

Carried  forward 

•  •  • 

£256,332  1  2 
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ACCOUNT  —  contxnuid . 
31st  March,  1922. 


Brought  forward 


Year  to 
31st  March, 
1922. 


£  s.  d. 
577,695  8  4 


Carried  forward  ...  £577,695  8  4 


1921 

£ 

515,483 


£515,483 
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E . — Revenue 
For  the  Year  ended 


1921 

£ 

267,547 


Year  to 

31st  March,  1922. 


£  S.  d.  £  s.  d. 

Brought  forward  ...  ...  256,332  1  2 


Management. 


36,667 

1,211 

2,037 


6,065 

4,219 


1,460 

78 

192 

51,929  - 

4,500 

2,329 

2,000 

399 

119 

566 

1,991 

4,000 


335,380 

180,103 

£515,483 


28  To  Office  Salaries 

29  „  Meter  State  Taking 

Superannuation  Scheme, 
1909:— 

30  ,,  Superannuation 

Allowances  ... 2,291  19  0 

31  ,,  Contributions  re¬ 

turned  on  decease 
or  retirement  of 
members  ...  113  15  11 


32  „  Office  &  Incidental  Expenses 

33  ,,  Bank  Commission  and 

Share  of  Loans  Fund 
Management  Expenses . . . 

34  ,,  Abatements 

35  ,,  Bad  Debts 

36  „  Law  &  Professional  Charges 

Miscellaneous. 

37  „  Works  for  LTtilization  of 

River  Blythe 

38  „  Revision  of  Water  Rental 

39  ,,  Offices  at  Council  House, 

Payment  to  Gas  Depart¬ 
ment  ... 

40  „  Loss  on  Hydraulic  Power 

Supplies  ... 

41  ,,  Loss  on  Testing  Fittings 

and  Laying  and  Main¬ 
tenance  of  Services 

42  ,,  Loss  on  Farming  ... 

43  ,,  Strengthening  at  Fred¬ 

erick  Road,  Selly  Oak  ... 

44  ,,  Strengthening  at  Frankley 

45  ,,  Purchase  of  “  The 

Gables,”  Ludlow 

46  ,,  Alterations  to  Offices 

47  „  B’ham  Corporation  Bill  ... 

48  ,,  Redemption  of  Tithes  ... 

,,  Balance  carried  to  Profit 
and  Loss  Account  IF)  ... 


39,107  0  5 

1,153  13  6 


2,405  14  11 
7,277  17  11 


5,147  6  9 

2,305  6  6 
172  19  3 
232  17  5 


57,802 

16 

8 

2,126 

13 

4 

61 

18 

i 

2,000 

0 

0 

382 

10 

6 

123 

14 

6,526 

1 

6  1 

3,220 

7 

4 

1,787 

4 

6 

2,873 

5 

4  t 

179 

16 

5 

123 

5 

8 

333,545 

15 

0 

244,149 

13 

4 

£577,695 

8 

4 

15 


Account — continued. 
31st  March,  1922 


<Tr, 


Brought  forward 


Year  to 

31st  March,  1922. 


£  s.  d. 
577,695  8  4 


1921 

£ 

515,483 


£577,695  8  4 


£515,483 


i£>x. 


1921. 


£ 

28,967 

41,087 


20,468 


143,654 


103,338 


529 

247,521  - 


15,366 


1,123 
3,526 
21,171  : 
20,178  ; 


45,998 

38,070 
84,068  - 

9,134 


£446,591 
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F.— PROFIT  AND 
For  the  Year  ended 


1  To  Balance  brought  from  last  account  ... 

2  ,,  Annuities 

3  ,,  Interest  under  Acts  1875 

and  1879. 

On  Birmingham  Corporation  Stock 
(including  share  of  costs  of  issue) ... 


Interest  under 
1892,  &c. 


Acts 


On  Mortgages  and  Loans  .. 

On  Birmingham  Corpora¬ 
tion  Stock  (including 
share  of  costs  of  issue)... 

Discount  on  issue  of  Bir¬ 
mingham  Corporation 
Bills  ...  ...  ... 

Redemption  of  Debt. 

Sinking  Fund  for  Extinc¬ 
tion  of  Annuities 

Payments  to  Corporation 
Loans  Fund  for  Re¬ 
demption  of  Stock — 

6%  Stock 
3f%  Stock  ... 

3%  Stock 
2J%  Stock  ... 


Sinking  Fund  for  Re¬ 
demption  of  Mortgages 

6  „  Bank  Interest,  &c. 


142,214  18  10 


110,872  16  3 


5,544  15  3 
3,658  1  11 

20,313  18  3 
20,696  18  4 


50,213  13  9 
39,211  14  5 


•  •  •  •  « 


7  ,,  Balance  carried  to  Balance  Sheet 


Year  to 
31st  March, 
1922. 


£  s.  d. 
66,487  14  9 

40,500  2  2 


20,172  5  6 


253,087  15  1 


15,788  18  4 


89,425  8  2 
12,564  3  7 

1,123  5  9 


£499,149  13  4 
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LOSS  ACCOUNT. 
31st  March,  1922. 


Year  to 
31st  March, 
1922. 


1  By  Balance  of  Revenue  Account  (E) 

2 


I  £  s.  d 

244,149  13  4 


..  Contribution  from  Borough  Fund  and  Rate 

Account  ...  ...  ...  •••  •••  255,000  0  0 


3 


)) 


Balance  carried  to  Balance  Sheet  ... 


£499,149  13  4 


<Tr 


1921 . 


£ 

180,103 


200,000 

66,488 


£446,591 
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G  —  HYDRAULIC  POWER 
For  the  Year  ended 


TDr. 


Year  ended 

1921. 

31st  March,  1922. 

£ 

£  s.  d. 

97 

1  To  Ground  Rent  ...  . 

96  15  0 

656 

2  „  Rates  on  Buildings . 

675  0  0 

1,029 

3  ,,  Salaries  and  Wages  at  Station  . 

1,142  15  8 

547 

4  gat 

J-  y  f  VJ  CIJ  •••  •••  •  •  •  •••  •  t  •  •  •  • 

554  0  10 

96 

5  ,,  Stores,  •••  •••  •••  •••  •  •• 

187  16  2 

548 

6  „  Water  (8,005,000  Gallons) . 

479  8  4 

1 

2,973 

£3,135  16  0 

399 

7  ,,  Balance  brought  forward  . 

382  10  6 

8  ,  Charges  on  Capital  Outlay,  viz.  : — 

On  Balances  outstanding — 

22 

interest  under  Acts  1875  and  1879 

!  287 

Interest  under  Acts  1892,  &c.,  on 

£9,438  18s.  3d.  ... 

283  3  4 

743 

Sinking  Fund  under  Acts  1875  and  1879  ... 

106 

Sinking  Fund  under  Acts  1892,  &c.  ... 

1 

lO  j 

35 

o 

1 M 

1,557 

£773  3  3 
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SUPPLY  ACCOUNT.  <Tr 

31st  March,  1922. 


Year  ended 

31st  March,  1922. 

1921. 

• 

£  s.  d. 

£ 

1  By  Charges  for  Power  ... 

2,753  5  6 

2,574 

2  ,,  Balance  carried  to  Revenue 

Account  •••  •••  •••  •••  •  •  • 

• 

382  10  6 

399 

I 

£3,135  16  0 

2.973 

3  By  Balance  being  loss  lor  the  year 

773  3  3 

. 

1,557 

£773  3  3 

1,557 
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H. — SINKING  FUND  FOR 
For  the  Year  ended 


Dr. 


£  s.  d. 

1  To  Balance  brought  from  last  Account 

32,534  8  9 

2  ,,  Purchase  of '£345  14s.  6d.  Annuities 

(capitalized  at  25  years’  purchase) 

as  per  CapitaJ  Account  "  B  ”  ...  £8,593  2  6 

Less  Discounts  on  Annuities  purchased  2,722  5  6 

5,870  17  0 

£38,405  5  9 

T>r.  I.— BALANCE  SHEET, 


£ 

s. 

d. 

£ 

s. 

d- 1 

1 

To  Capital  Account  No.  1,  as  per  Account 

“  R  ” 

X.J  •••  •••  •••  •  •  • 

2,097,859 

18 

8 

2 

,,  Capital  Account  No.  2,  as  per  Account 

ii  >> 

Vy  •  •  •  •••  • • •  • • •  ••• 

6,428,891 

3 

2 

3 

,,  Capital  Account  No.  3,  as  per  Account 

“  D  ” 

•  •  •  •••  •  •  •  •••  ••• 

100,000 

0 

0 

4 

,,  Redemption  Fund  ... 

81,440 

17 

1 

5 

„  Reserve  in  respect  of  Forged  Transfers 

Act,  1891  ...  . 

1,500 

0 

0 

6 

,,  Annuities  accrued  to  date 

10,102 

18 

4 

7 

„  Interest  accrued  to  date  ,  ... 

65,977 

8 

10 

8 

„  Trade  Creditors  : — 

On  Capital  Account  243  16  11 

On  Revenue  Account  138,407  8  6 

-  - - - 

138,651 

5 

5 

214,731 

12 

7 

9 

,,  Profit  and  Loss  Account,  as  per 

Account  “F,”  Balance  at  Credit 

thereof 

1,123 

5 

9 

10 

,,  Treasurer  of  the  City  : — 

On  Capital  Account 

11,057 

16 

10 

On  Revenue  Account 

126,593 

8 

10 

On  Sinking  Fund  Account... 

22,616 

7 

5 

- - - 

160,267 

13 

1 

£9,085,814 

10 

4 

J.  H.  BROADLEY, 

Secretary. 


12 th  May ,  1922. 


* 
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ANNUITIES  ACCOUNT. 

Cr. 

31st  March,  1922. 

£  s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  “  F  ” 

15,788  18  4 

2  „  Balance  to  be  carried  to  next  Account 

22,616  7  5 

£38,405  5  9 

31st  March,  1922. 


Cr. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

„  Capital  Account  No.  2,  as  per  Account  “C” 

2  On  Elan  Supply 

5,859,172  7  0 

3  On  Capitalization  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works 

383,371  12  6 

5  ,,  Capital  Account  No.  3,  as  per  Account  “  D.” 

On  Works  under  the  Birmingham  (Water  and 

Gas)  Order,  1914. 

105,919  11  8 

6  ,,  Birmingham  Corporation  Loans  Fund — Portion  of 

Fund  invested  applicable  to  Redemption  of 

Stock  •••  •••  •  •  •  •••  •  •  •  ••• 

81,440  17  1 

7  ,,  Sinking  Fund  Account,  as  per  Account  "  H  ” — 

Balance  at  Debit  thereof  ... 

22,616  7  5  | 

8  ,,  Debtors  for  Water  Rates,  Services,  etc. 

294,982  2  8 

9  ,,  Stock  of  Iron  Pipes,  Plant,  Coal,  and  General  Stores 

48,722  7  7 

£9,085,814  10  4 

1 

Examined  and  found  correct, 

HOWARD  SMITH,  BRETTELL  &  CO., 

A  uditors. 
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J.— COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1920. 

1921. 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

Domestic — At  Landlords'  Compound  Rates  . 

120,49(3 

Domestic — At  Occupiers’  Rates  . 

105,608 

Baths  •••  •  •  •  •  •  •  •••  •••  ••• 

13,123 

Hose  Pipe  and  Garden  Taps  . 

2,327 

♦Public-houses  ...  ...  ...  . 

6,421 

Totals  from  Domestic  Supplies 

247,975 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

7,341 

7,634 

Private  Fire  Appliances  ... 

2,222 

2,716 

Lock-up  Shops,  Offices,  and  Warehouses  . 

16,529 

17,798 

Churches,  Chapels,  and  Schools  ... 

856 

860 

Unmeasured  Supplies  for  Building  Purposes . 

902 

2,087 

Miscellaneous 

1,282 

1,367 

Totals  from  Unmeasured  Trade  &  Miscellaneous 
Supplies  ...  ...  ...  ... 

29,132 

MEASURED  SUPPLIES. 

Trade  Supplies  •••  •••  •••  •••  •••  ••• 

187,324 

191,552 

Railways,  Street  and  Road  Watering,  etc . 

17,029 

18,649 

Totals  from  Measured  Supplies  . 

204,353 

SUPPLIES  IN  BULK  . . 

4S1,460 

8,861 

TOTAL  RENTAL . 

£490,321 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1921  and  1922. 


Totals  for  1921. 

1922. 

Totals  for  1922. 

Difference. 

Percentage, 
increase  4- 

Decrease  - 

Increase. 

Decrease. 

£ 

£ 

£ 

£ 

£ 

257,404 

329,496 

72,092 

28*01  -f 

7,541 

93 

1  22  — 

2,815 

99 

34)5  4- 

23,823 

6,025 

33-8  4- 

1,057 

197 

22-91  + 

663 

1,424 

68-23  — 

1,578 

211 

15-44  4- 

32,402 

37,477 

5,015 

15*44  4- 

172,140 

19,412 

10-13  - 

14,592 

4,057 

21-75- 

210,201 

186,732 

23,46  ! 

11-17  — 

500,067 

553,705 

53,638 

10-73  4- 

10,325 

19,068 

8,743 

84-08  + 

510,392 

i 

572,773 

62,381 

-  :  . 

12-22  4- 
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K. -ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 

n 


Total  average  consumption  per 

day  ...  ...  ...  ... 

1915 

24-058  m.g. 

1916 

25-644  m.g. 

1917 

28-088  m.g. 

Maximum  Day : — 

1-^  a  to  •  • «  ••• 

1st  July,  1914 

5th  June,  1915 

22nd  Feb.,  1917 

Quantity . 

32-349  m.g. 

30*647  m.g. 

38-820  m.g. 

\verage  estimated  population 
in  supply 

860,807 

902,712 

907,262 

Average  gross  consumption 
per  head  per  day  ... 

27-95  galls. 

28-11  galls. 

30-96  gails. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  etc. 

7-8C  galls. 

8-45  ga  Is. 

9-63  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies 

3*11  gails. 

3-1  2  galls. 

3-16  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

17  04  galls, 

16*84  galls.  ; 

18-17  galls. 

< 
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SUMPTION  PER  HEAD  PER  DAY. 
MARCH  31st. 


1918 

29*420  m.g. 

1919 

29*063  m.g. 

1920 

28*975  m.g. 

1921 

28-372  m.g. 

1922 

25*357  m.g. 

1  1th  Jan.,  1918 

39406  m.g. 

26th  July,  1918 

36*852  m.g. 

16th  Aug.,  1919 

35*541  m.g. 

16th  Dec.,  1920 

34*433  m.g. 

V 

19th  July,  1921 

32*902  m.g. 

911,616 

881,722 

921,86) 

922,422 

924,810 

32-27  galls. 

32*96  galls. 

31*43  galls. 

30-76  galls. 

27*42  galls. 

9*53  galls. 

9*19  galls. 

8*34  galls. 

8*34  galls. 

6*77  galls. 

3*20  galls. 

3*38  galls. 

3*47  galls. 

2*50  galls. 

2*11  galls. 

19*54  galls. 

20-30  galls. 

19  62  galls. 

19*92  galls. 

18*54  galls. 
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It  was  moved  by  Mr.  Alderman  Martineau,  seconded  bv  Mr. 
Alderman  G.  Cadbury,  Junr. ,  and 

Resolved — 

25,920.  That  the  Report  of  the  Water  Committee  be  approved. 


CITY  OF  BIRMINGHAM. 


IRepovt 

OF  THE 


WATER  COMMITTEE 


FOR  PRESENTATION  AT  THE 

MEETING  OF  THE  COUNCIL  ON  TUESDAY, 

5th  JUNE,  1923. 


ACCOUNTS. 

Y ou r  Committee  submit  the;  Accounts  and  Balance  Sheet  for  the 
Year  ended  31st  March,  1923. 

The  income  from  water  rates  and  charges  (including  bulk  supplies) 
shows  an  increase  over  the  previous  financial  year  of  <£80,869  or  14T2 
percent.  The  figures  include  for  a  full  year  the  additional  income  derived 
from  the  increased  water'  rates  and1  charges  authorised  by  the  Ministry  of 
Health  on  17th  August,  1921,  whereas  the  previous  financial  year  only 
included  the  increase  for  the  second  half  of  the  year. 

Some  additional  income  has  been  derived  also  from  water  rates  and 
charges  in  respect  of  the  Corporation’s  housing  schemes;  and  other  new 
properties. 

The  working  expenses  amount  to  £302,447,  being  £31,099  less 
than  those  of  the  previous  year. 

Considerable  savings  have  been  brought  about  by  reductions  in 
salaries  and  wages  consequent  upon  schemes  based  on  the  cost  of  living, 
by  the  favourable  purchase  of  fuel,  and  by  general  economieisl  which  have 
been  effected  in  the  working  of  the  Department. 

The  chief  cause,  however,  of  the  reduced  expenditure  has  been  that 
owing  to  the  climatic  conditions  which  prevailed  generally  during  the 
year,  and  especially  during  the  summer  months,  the  Elan  Supply  proved 
to  be  almost  sufficient  to  meet  the  demands  for  water,  the  Old  Supply 
only  being  called  upon  to  make  up  small  deficiencies  and  to  maintain  the 
supply  when  stoppages  on  the  Elan  Aqueduct  occurred  for  examination 
or  repairs,  which  latter  were  fewer  than  in  the  previous  year. 
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It  should  be  remembered,  however,  that  had  a  normal  summer  pre¬ 
vailed  and  trade  conditions  revived,  the  Elan  Supply  would  not  have  been 
adequate  to  meet  the  demands  for  water  and  the  sources  of  the  Old 
Supply  would  have  been  called  upon  to  a  much  greater  extent  than  was 
actually  the.  case. 

With  a  view  to*  the  proper  safeguarding-  of  the  supply,  it  is1  incum¬ 
bent  upon  your  Committee:  to  prepare  their  estimates  so  as  to  enable  them 
to  meet  the  conditions  of  a  normal  year. 


The  conditions  which  prevailed  last  year  resulted  in  your  Committee 
being  left  with  a  substantial  balance  in  hand,  and  the  sum  of  £60,000 
has  been  repaid  to  the  Finance  Committee.  A  further  sum  of  £-14,571 
has  been  included  in  the  expenditure  to  cover  special  provisions  for  the 
maintenance  and  replacement  of  mains  necessitated  by  work  of  recon¬ 
struction  of  roads  by  the  Public  Works  Department,  provision  in  respect 
of  the  laying  of  mains  and  the  installation  of  two  additional  pumping 
engines  at  Edgbaston  required  to  maintain  the  supply  in  the  Northfield 
level  consequent  on  increase  in  demand  in  that  district  through  the  Cor¬ 
poration  housing  schemes. 


The  balance  of  Revenue  Account  amount's  to'  £356,664, 
£244,149  last  year. 

The  charges  for  annuities  and  interest  as  shown  in  the 
Profit  and  Loss  Account  amount  to’  £314,752,  against 
£326,324  a  year  ago',  a  decrease  of 


against 

£ 


11,572 


The  charges  for  redemption  of  debt  amount  to  £107,920, 

against  £105,214  last  year,  showing  an  increase  of  ...  2,706 

The  result  is  a  net  reduction  in  capital  charges  over  last 

year  of  ...  ...  ...  ...  ...  ...  ...  £8,866 


The  estimated  deficiency  for  the  year  was  £130,000,  and  this  amount 
was  paid  over  from  the  Borough  Fund  and  Rate  Account.  As  before 
stated,  the  sum  of  £60,000  has  been  refunded  to  the  Finance  Committee. 

£ 

The  year’s  working  shows  a  deficiency  of  ...  ...  ...  66,008 

From  this  must  be  deducted  the  credit  balance  brought 

forward  from  last  year  of  ...  ...  ...  ...  1,123 
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Making  a  net  deficiency  of  ...  ...  •  ...  ...  ...  64,885 

During  the  year  there  was  received  from  the  Borough  Fund 

and  Rate  Account  ...  ...  ...  ...  ...  130,000 

65,115 

There  was  refunded  to  the  Finance  Committee  ...  ...  60,000 

Leaving  a  credit  balance  to  be  carried  forward  of  ...  ...  £5,115 


jdl  i  *  m 


City  of  Birmingham  Water  Dept. 

Plan  of  property  at  Brasshouse  Passage,  b  ham. 

NOTE- BOUNDARY  OF  CORPORATION  PROPERTY  EDGED 
- - -  “  GREEN 

LAND  PROPOSED  TO  BE  PURCHASED  COLOURED 
— - -  _  '  RED 


YARDS  10  5  0 

lamtaa 


100  YARDS 

ENGINEER  S  OFFICE. 
BIRMINGHAM.  I 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  submitted 
with  thiis  leport.  The  average  daily  distribution  within  the  area  of  supply 
has  been  24  052  million  gallons,  against  25-357  million  gallons  in  the  pre¬ 
vious  year,  a  decrease  of  517  per  cent. 


> 


In  daily  average  there  have  been  decreases  in  the  low  level  zone  of 
889  per  cent.,  in  the  middle  zone  of  4  08  per  cent.,  and  in  the  high  level 
zone  of  2-64  per  cent. 

Of  the  quantity  distributed  in  the  area  of  supply  446  057  million 
gallons  were  derived  from  local  sources,  being  5  09  per  cent,  of  the  whole, 
as  against  902-747  million  gallons,  being  9-7 8  per  cent,  in  the  previous 
year. 

The  bulk  supply  to  Coventry  shows  an  increase  of  2-20  per  cent. 

WATER  DEPARTMENT  PROPERTY  AT  BRASSHOUSE  PASSAGE,  BROAD  STREET. 

A  portion  of  the  property  which  forms  the  Department’s  depot  at 
Broad  Street  is  held  on  a  lease  of  97  years  terminable  at:  Lady  Day,  1932, 
and  is  subject  to  a  ground  rent  of  £15  per  annum.  The  lease  was  pur¬ 
chased  by  the  Department  in  1894  for  £655.  Additions  to  the 
premises  have  been  carried  out  by  the  Department,  and  the  net  amount 
outstanding  at  31st  March,  1923,  in  respect  of  the  purchase  was  £397. 
The  land  covers  an  area  of  891  square  yards,  having  a  frontage  to  Brass- 
house  Passage  of  about  31  yards.  The  buildings  thereon  comprise  five 
cottages  occupied  bv  employees  of  the  Department  and  buildings  used 
as  stores,  etc. 

The  Trustees  of  the  Colmore  Estate  have  offered  the  Department,  as 
the  parties  interested  in  the  ground  lease  of  the  premises,  the  oppor¬ 
tunity  of  purchasing  the  freehold  thereof,  and  your  Committee  are  of 
opinion  that  the  opportunity  should  be  taken. 

It  may  at  some  future  time  be  necessary  to'  remove  entirely  from 
Bioad  Street  to  other  more  suitable  premises  but  the  necessity  is  not 
immediate,  and  your  Committee  consider  it  desirable  that  existing  con¬ 
ditions  should  not  now  be  disturbed.  I  he  purchase  of  the  freehold  will 
avoid  any  question  of  claims  for  dilapidations  at  the  end  of  the  lease  and 
will  permit  the  Committee  to  choose  their  own  time  for  vacating  the 
present  premises  if  such  should  become  necessary. 

The  property  has,  on  behalf  of  the  Corporation,  been  valued  by  out¬ 
side  valuers,  who  are  of  opinion  that  the  sum  asked  by  the  Trustees, 
namely  £750,  is  reasonable. 


Provision  has  been  made  in  the  Accounts  to  31st  March,  1923,  to 
cover  the  £750  and  the  amount  outstanding  on  the  purchase  of  the  lease. 

A  plan  showing  the  situation  of  the  property  isi  submitted. 

Your  Committee,  therefore,  recommend  the  City  Council  to  authorise 
them  to'  accept  the  offer  and  toi  instruct  the  Town  Clerk  tot  complete  the 
^  purchase  and  affix  the  Corporate  Common  Seal  to  any  necessary 

documents. 


4 


NEW  HOUSE  AT  EDGBASTON  PUMPING  STATION. 

It  has  been  found  necessary  that  an  official  on  the  Distribution  Staff 
should  reside  on  the  Works  at  Edgbaston,  so  as  toi  be  available  in  case 
of  emergency  arising  in  connection  with  the  mains,  etc.,  and  your  Com¬ 
mittee  are  erecting  a  house  on  the  Department’s  land  at  that  station 
for  the  purpose.  The  work  is  being  done  by  Messrs.  B.  Whitehoiuse  and; 
Sons,  whose  tender  amounts  to*  <£982.  Provision  has  been  made  in  the 
Accounts  toi  31st  March,  1923,  to  cover  the  cost. 


IMPROVEMENT  OF  SUPPLY. 

Your  Committee  find  that  it  is  necessary  to  improve  the  distribution 
of  the  supply  to  meet  existing  and  prospective  demands  in  connection 
with  housing  schemes.  They  find,  moreover,  that  the  pressure  in  certain 
parts  of  the  area  of  supply  requires  improvement.  They  are,  therefore, 
installing  additional  pumping  machinery  at  Edgbaston  and  laying  addi¬ 
tional  trunk  mains  in  outlying  parts  of  the  area  at  an  estimated  cost  of 
£62,098. 


SHUSTOKE  FISHERY. 

With  a  view  to  the  improvement  of  the  above  fishery,  netting  opera¬ 
tions  were  undertaken  in  the  spring  of  this  year  for  the  removal  of  the 
coarse  fish  from  the  lower  reservoir.  The  netting  was  carried  out  by 
arrangement  with  the  Birmingham  and  District  United  Anglers-’  Associa¬ 
tion.  It  is  estimated  that;  somewhere  about  25,000  roach  and  perch  were 
taken,  which  were  divided  amongst  the  Plant’s  Brook  Reservoir  of  this 
Department,  the  waters  of  the  Parks  Department  and  those  of  the  Bir¬ 
mingham  and  District  United  Anglers’  Association. 

The  Upper  and  Lower  Shustoke  Reservoirs  have  been  restocked  with 
over  2,000  trout. 


ELAN  VALLEY  FISHERY. 

The  total  number  of  trout  taken  during  the  last  season  was  2,092, 
weighing  8061bs.  The  best  fish  of  the  season  weighed  51txs.  3ozs.,  and 
was  taken  from  Dolymynach  Reservoir. 

The  rules  have  been  revised  and  certain  restrictions  removed. 

PREVENTION  OF  WASTE. 

While  the  Department  are  taking  all  possible  steps,  to  prevent  waste 
of  water,  your  Committee  desire  to  point  out  that  its  economical  use.  is  a 
matter  which  is  in  the  hands  of  the  public  to  bring  about.  The  financial 
importance  of  the  prevention  of  waste  is  shown  by  the  fact  that  although 
about  1,300  additional  houses  have  been  brought  into  supply  during  the 
year  the  consumption  of  water  for  domestic  purposes  has  been,  reduced 
from  18-54  gallons  per  head  to  17  06  gallons  per  head  per  day. 
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augmentation  of  supply. 

Good  progress  has  been  made  on  the  various  contracts  and  in  the 
stiengthening  work  at  present  undertaken  by  the  Department  on  the 
Aqueduct.^ 


The  contract  entered  into  with  Messrs.  Hughes  and  Lancaster  for 
the  manufacture  of  “  Bonna  ”  pipes  has  been  completed,  the  laying-  of 
the  pipes  by  administration  is  nearly  finished,  and  it  is  hoped  that  a  start 
will  be  made  on  the  laying-  of  the  short  length  of  Hopton  Brook  Syphon — 
concrete-lined  steel  pipes — by  the  end  of  the  next  month.  This  will  com¬ 
plete  the  programme  on  the  Aqueduct  which  the  Committee  have  in  hand 
at  present. 


P  ,  v  -  ,  c  e  *  . 

NEW  RESERVOIR  AT  FRANKLEY. 

Negotiations  are  nearing  completion  in  connection  with  the  purchase 
of  the  remaining  lands  required  for  the  site  of  the  new  reservoir  at 
Frankley,  under  the  authority  of  the  Council  given  in  October,  1921. 


ELAN  VALLEY  WORKS - CABAN  DAM. 

The  Chief  Engineer  reported  that  the  overflow  at  the  Caban  Dam  on 
19th  December  last  reached  a  maximum  depth  of  2  feet  4^  inches  at 
4  p.m.  on  that  day,  this  being  the  greatest  depth  hitherto  recorded. 

RAINFALL. 

The  rainfall  at  Whitacre,  Erdington  and  in  the  Elan  Valley  during 
the  past  fifteen  years  has  been  as  under  : — 


Year. 

Whitacre. 

Erdington. 

*  Calculated 
Average  Rainfall  in 
the  Elan  Valley. 

Inches. 

Inches. 

Inches. 

1908 

254 

28-3 

60-9 

1909 

28-2 

27-8 

634 

1910 

30-6 

SOT 

82-3 

1911 

19  3 

190 

645 

1912 

334 

32  8 

78-3 

1913 

25-7 

24-8 

72*5 

1914 

25*5 

26-0 

76*4 

1915 

28-5 

27T 

68*9 

1916 

26-7 

26-5 

76T 

1917 

243 

24-8 

65  2 

1918 

2L2 

24*2 

79-4 

1919 

27-4 

27*0 

67-2 

1920 

273 

28-7 

76-6 

1921 

17T 

180 

59  4 

1922 

28-3 

30T 

68*8 

*  Mr.  Mansergh’s  highest  estimate  of  the  long  average  rainfall  in  the  Elan  Valley  was  66  inches 
per  annum.  The  long  average  rainfall  estimated  by  the  Meteorological  Office  from  the  above 
figures  is  68'1  inches  per  annum. 
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JOINT  INDUSTRIAL  COUNCIL  FOR  THE  WATERWORKS  UNDERTAKINGS 

INDUSTRY. 

Your  Committee  report  that  the  Chairman  and  the  Secretary  have; 
been  appointed  the  representatives  oif  the  Corporation  on  the  Midland 
District  Council  for  the  ensuing-  year. 

BRITISH  WATERWORKS  ASSOCIATION. 

Alderman  Bewlay  having  resigned  his  membership  of  the  City 
Council,  it  has  been  necessary  for  your  Committee  to  appoint  a  new  re¬ 
presentative  on  the  British  Waterworks  Association,  and  Councillor 
Teall  has  been  nominated  as  his  successor. 

In  connection  with  the  appointment  by  the*  Ministry  of  Health  of  a 
Standing  Advisory  Committee  on  Water  Supply,  the  British  Waterworks 
Association  suggested  the  name  of  Mr.  F.  W.  Macaulay,  M.Inst.C.  E., 
the  Chief  Engineer  of  the  Water  Department,  as  one  of  the  members, 
and  vour  Committee  havei  expressed  their  willingness*  to  allow  him  to' 
serve. 
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A —STATEMENT  OF  AUTHORISED  CAPITAL 
On  the  31st  March,  1923. 


Description. 


Under  Birmingham  (Cor¬ 
poration)  Water  Acts, 
1875  and  1879. 
Annuities  (Capitalized  at  25 
years’  purchase) 
Birmingham  Corporation 

3$%  Stock 
Ditto  ditto  3  %  Stock 
Ditto  ditto  2J%  Stock 

Total  amount  outstanding 
Annuities  purchased,  Stock 
cancelled  or  transferred, 
and  Mortgages  repaid 
from  Sinking  Fund 


Under  Birmingham  (Cor¬ 
poration)  Water  Acts, 
1892,  &c. 

Birmingham  Corporation 

3J%  Stock 


Total  Amounts 
Borrowed  and 
Liability  on  Annuities 
at  31st  Mach,  1923. 


Ditto 

Ditto 

Ditto 

Ditto 

Ditto 


ditto 

ditto 

ditto 

ditto 

ditto 


Mortgages 


3  %  Stock 
3  %  (1902) 
2J%  Stock 
6  %  Stock 
5J%  Stock 


Total  amount  outstanding 
Stock  cancelled  or  trans¬ 
ferred,  and  Mortgages 
repaid  from  Sinking  Fund 


Under  the  Birmingham 
(Water  &  Gas)  Order, 

1914. 

Mortgages . 

Birmingham  Corporation 
6%  Stock 

Total  amount  outstanding 
Mortgages  repaid  from 
Sinking  Fund  ... 


£ 

s. 

d. 

978,024 

9 

7 

392,515 

7 

6 

171,432 

15 

5 

9,492 

19 

9 

£1,551,465 

12 

3 

546,394 

6 

5 

£2,097,859 

18 

8 

£ 

s. 

d. 

53,722 

9 

4 

372,365 

0 

8 

905,953 

11 

2 

1,132,025 

11 

7 

503,958 

11 

9 

64,601 

7 

2 

2,886,761 

6 

9 

£5,919,387 

18 

5 

511,281 

1 

7 

£6,430,669 

0 

0 

54,600 

0 

11 

234,978 

1 

8 

289,578 

2 

7 

8,421 

17 

5 

£298,000 

0 

0 

Under  Birmingham  Cor¬ 
poration  Act,  1922  ... 


Remaining  to  be 
Borrowed . 


Total  Amount 
Authorised. 


£169,331  0  0 


£2,097,859  18  8 


£6,600,000  0  0 


£298,000  0  0 


£498,632  0  0  £498,632  0  0 
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TPr.  B— CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  endei 


Expenditure  to 
31st  March,  1922. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March, 
1923. 

L  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1922  . 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet 

•  •  • 

• 

£2,097,859  18  8 

9 


CORPORATION)  WATER  ACTS,  1875  AND  1879.  <?+. 

1st  March,  1923. 


Capital  at 

31st  March,  1922. 

Additions  +  or 
Reductions — 
during  the  year. 

Capital  at 

31st  March 
1923. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities 

1,010,291  11  3 

-  32,207  1  8 

978,024  9  7 

2  ,,  Birmingham  Corporation 

3  i% Stock... 

407,539  1  9 

-15,023  14  3 

392,515  7  6 

3  ,,  Birmingham  Corporation 

3%  Stock  ... 

*171,432  15  5 

171,432  15  5 

4  ,,  Birmingham  Corporation 

2 i%  Stock... 

*12,431  8  9 

-2,938  9  0 

9,492  19  9 

Total  amount  outstanding  . 

1,551,465  12  3 

5  ,,  Annuities  purchased,  Stock 

cancelled  and  Mortgages 

repaid  from  Sinking  Fund 

496,165  1  6 

+  50,229  4  11 

546,394  6  5 

Total  carried  to  Balance  Sheet 

•  •  • 

£2,097,859  18  8 

.  - 

*  Annual  instalments  paid  over  by  the  Water  Department,  amounting  to  £10,781  18s.  2d.,  are  temporarily 

invested  in  War  Stock  or  in  the  hands  of  the  Treasurer. 
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Dr.  0.— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1922. 

Expenditure 
during  the 
Year. 

i 

Total  to 

31st  March, 

1923. 

1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1922 

5,859,172  7  0 

2  ,,  Expenditure  since  that  date 

214  13  5 

T otal  carried  to  Balance  Sheet 

5,859,387  0  5 

3  ,,  Amount  transferred  to  Profit 

and  Loss  Account  under 

Sec.  22  of  the  Birmingham 

Corporation  Water  Act,  1902 

191,729  5  9 

T otal  carried  to  Balance  Sheet 

191,729  5  9 

4  ,,  Expenditure  on  Local 

Works  to  31st  March,  1922 

383,371  12  6 

5  ,,  Expenditure  since  that  date 

17,700  10  1 

Less  Depreciation,  &c. 

2,313  7  8 

15,387  2  5 

Total  carried  to  Balance  Sheet 

398,758  14  11 

£6,449,875  1  1 

- i 

Dr.  D.— CAPITAL  ACCOUNT  No.  3  UNDER  BIRMINGHAM 


For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

to  31st  March,  1922 

105,919  11  8 

2  ,,  Expenditure  since  that  date 

95,553  6  8 

Total  carried  to  Balance  Sheet 

rtA  1  A  rr  C\  1  O  A 

3  ,,  Balance  of  Capital  Account 

201,4/2  18  4 

96,527  1  8 

| 

£298,000  0  0 
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'OR  PC)  RAT  ION)  WATER  ACTS,  1892,  Ac. 

st  March  1923. 

<Tr. 

Capital  at 

31st  March, 
1922. 

Additions  -+  or 
Reductions — ■ 
during  the 
Year. 

Capital  at 

31st  March, 

1923. 

1  By  Birmingham  Corporation 

3J%  Stock 

59,509  9  5 

-  5,787  0  1 

53,722  9  4 

2  ,,  Ditto  3  %  Stock 

*  372,365  0  8 

372,365  0  8 

3  ,,  Ditto  (1902)  3  %  Stock 

*  906,616  13  2 

663  2  0 

905,953  11  2 

4  ,,  Ditto  2J%  Stock 

*1,132,198  2  7 

172  11  0 

1,132,025  11  7 

5  ,,  Ditto  6  %  Stock 

515,000  0  0 

11,041  8  3 

503,958  11  9 

6  ,,  Ditto  5|%.  Stock 

65,000  0  0 

398  12  10 

64,601  7  2 

7  ,,  Mortgages . 

2,925,857  8  7 

-39,096  1  10 

2,886,761  6  9 

Total  Amount  Outstanding 

5,919,387  18  5 

8  ,,  Stock  cancelled  or  trans- 

ferred  and  Mortgages  repaid 

from  Sinking  Fund 

454,122  5  7 

+  57,158  16  0 

511,281  1  7 

6,430,669  0  0 

Deduct  Loans  in  excess  of 

Capital  Requirements  paid 

into  Sinking  Fund... 

1,777  16  10 

T otal  carried  to  Balance  Sheet 

6,428,891  3  2 

,,  Balance  of  Capital  Account 

20,983  17  11 

£6,449,875  1  1 

0 

CATER  AND  GAS)  ORDER,  1914. 
Et  March,  1923. 


1  By  Birmingham  Corporation 

6%  Stock 

1  ,,  Mortgages  ... 

Total  Amount  Outstanding 
5  ,,  Loans  repaid  from  Sinking 
Fund 

Total  carried  to  Balance  Sheet 


40,000  0  0 
56,453  9  9 


3,546  10  3 


3,021  18  4 1 
+  198,000  0  0| 
-  1,853  8  10 


+  4,875  7  2 


(Tr. 


234,978  1  8 

54,600  0  11 


289,578  2  7 

8,421  17  5 


£298,000  0  0 


*  Annual  instalments,  paid  over  by  the  Water  Department,  amounting  to  £82,360  0s.  5d.,  are 
temporarily  invested  in  War  Stock  oi  in  the  hands  of  the  1  reasurer. 


12 

TDr 

E. — REVENl' 

For 

the  Year  endi 

1922. 

• 

•  •  ►  .  t  • 

Year  to 

31st  March,  1923 

Maintenance  of  Works,  and 

£ 

s. 

d. 

£  s.  d. 

Distribution  of  Water. 

£ 

Old  Supply. 

i 

16,943 

1  To  Pumping,  including 

Salaries,  Wages,  Coal  and 
Stores  at  Pumping  Stations 

7,908 

16 

4 

2,075 

2  ,,  Filtration  ... 

942 

4 

1 

7,648 

3  ,,  Maintenance  of  Engines 

and  Boilers 

6,074 

9 

9 

3,691 

4  ,,  Maintenance  of  Reservoirs 

Pumping  Stations,  &c.  ... 

3,318 

1 

11 

30,357 

18,243  12  1 

Elan  Supply. 

6,568 

5  ,,  Filtration  and  Hardening 

(Elan  Valley) 

5,119 

15 

3 

4,341 

6  ,,  General  Maintenance  and 

Supervision  of  Elan 

Valley  Works 

6,155 

6 

8 

769 

7  ,,  Administration  of  Elan 

• 

Village 

383 

** 

5 

9 

20,634 

8  ,,  Maintenance  and  Super- 

vision  of  Aqueduct 

8,793 

5 

3 

17,262 

9  ,,  Pumping  at  Frankley, 

Edgbaston  and  Selly  Oak 

11,204 

18 

0 

2,055 

10  ,,  Maintenance  of  Engines, 

Frankley,  Edgbaston  and 
Selly  Oak  ... 

1,765 

18 

4 

5,360 

11  ,,  Filtration  (Frankley) 

3,016 

12 

0 

494 

12  ,,  Maintenance  of  Filters 

(Frankley)  . 

356 

11 

2 

3,689 

13  Maintenance  of  Works 

(Frankley) 

2,183 

13 

1 

1,876 

14  ,  General  WorkingExpenses 

and  Wages  (Frankley)  ... 

3,630 

16 

6 

42,610  2  0 

63,048 

£93,405 

Carried  forward 

. . 

£60,853  14  1 

13 


iCCOUNT. 

1st  March,  1923. 

£r 

Year  to 

31st  March,  1923. 

1922. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  .  638,911  15  3 

553,706 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk  ...  14,729  17  5 

19,087 

653,641  12  8 

3  ,,  Net  Rents  of  Lands  (Old  Works  and  Elan 

Aqueduct) 

2,823  9  1 

2,567 

4  ,,  Net  Rents  of  Lands  (Elan  Watershed) 

832  9  4 

478 

5  ,,  Net  Receipts  on  Fishing 

195  10  6 

305 

6  ,,  Transler  Fees 

8  2  6 

13 

7  ,,  Superannuation  Scheme,  1909  :  — 

Members'  Contributions 

1,417  8  8 

1448 

8  ,,  Profit  on  Farming  ... 

_ 

> 

111 

9  ,,  Profit  on  Hydraulic  Power  Supplies 

192  12  7 

— 

Carried  forward 


£577,695 
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Dr. 


E.— REVENU] 
For  the  Year  endej 


Year  to 

1922. 

31st  March,  1923. 

£ 

£  s.  d. 

£  s.  d. 

93,405 

Brought  forward 

60,853  14  1 

Maintenance  of  Works,  and 

Distribution  of  Water- 

continued. 

. 

General. 

22,946 

15  To  Maintenance  and  Renewal 

of  Mains  and  Meters  and 

Provision  therefor 

31,627  0  4 

4,469 

16  ,,  Salaries 

3,946  3  1 

3,661 

17  ,,  Waste  Inspection 

3,128  7  4 

Superannuation  Scheme, 

1909 

999 

18  ,,  Superannuation 

Allowances  ...1521  14  0 

400 

19  ,,  Pensions  to 

Officers  and 

Servants  ...  416  9  2 

208 

20  ,,  Optional 

Allowances  185  0  6 

2,123  3  8 

697 

21  ,,  Workmen’s  Compensation 

368  10  1 

112,464 

22  ,,  Rates  and  Taxes 

105,167  11  4 

398 

23  ,,  Rents,  Tithes,  Easements 

and  Wayleaves  ... 

386  5  4 

419 

24  ,,  Chemical  and  Bacterial 

Examination  of  Water... 

417  2  11 

14,914 

25  ,,  General  Working  Ex- 

penses  and  Wages 

11,606  0  6 

513 

26  ,,  National  Insurance  Act, 

Health 

542  1 1  8 

839 

27  ,,  National  Insurance  Act, 

Unemployment  ... 

1,147  12  1 

162,927 

160,460  8  4 

£256,332 

Carried  forward 

£221,314  2  5 

\CCOUNT — continued. 
{1st  March,  1923. 
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Brought  forward 


% 


Year  to 

31st  March  1923, 

£  s.  d.  | 
659,111  5  4 


i 


Cairied  fotward 


£659,111  5 


I 


<£r. 

1922. 

£ 

577,695 


£577,695 
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E.— REVENUE 
For  the  Year  ended 


ID  r. 


1922. 

Year  to 

31st  March  1923. 

£ 

£  s.  d. 

£  s.  d. 

256,332 

Brought  forward 

... 

221,314  2  5 

Management. 

39,107 

28  To  Office  Salaries  ...  ... 

27,568  11  10 

1,154 

29  ,,  Meter  State  Taking 

988  10  10 

Superannuation  Scheme, 

1909 

2,292 

30  ,,  Superannuation 

Allowances  2,081  6  10 

114 

31  ,,  Contributions 

returned  on 

decease  or  re- 

tirement  of 

Members  ...  161  14  4 

2,243  1  2 

7,278 

32  ,,  Office  and  Incidental 

Expenses 

5,716  5  4 

5,147 

33  ,,  Bank  Commission  and 

Share  of  Loans  Fund 

Management  Expenses... 

4,936  1  3 

2,305 

34  ,,  Abatements 

1,581  14  5 

173 

35  ,,  Bad  Debts 

386  0  1 

233 

36  ,,  Law  (^Professional  Charges 

169  2  5 

57,803 

Miscellaneous. 

- - - — . 

43,589  7  4 

2,127 

37  ,,  Works  for  Utilization  of 

River  Blythe  . 

62 

38  ,,  Revision  of  Water  Rental 

— 

2,000 

39  ,,  Offices  at  Council  House, 

Payment  to  Gas  Depart- 

ment 

2,000  0  0 

383 

40  ,,  Loss  on  Hydraulic  Power 

Supplies  ... 

— 

6,526 

41  ,,  Strengthening  at  Fred- 

erick  Road,  Selly  Oak  ... 

■ - - 

3,226 

42  ,,  Strengthening  at  Frankley 

— • 

1,787 

43  ,,  Purchase  of  “The  Gables/’ 

Ludlow  ... 

— 

123 

44  ,,  Redemption  of  Tithes  ... 

117  11  8 

180 

45  ,,  Birmingham  Corporation 

1)  ‘  1 1 

J — "iri  •••  •••  ••• 

874  11  8 

124 

46  ,,  Loss  on  Testing  Fittings 

and  Laying  and  Main- 

tenance  of  Services 

350  19  6 

2,873 

47  ,,  Alterations  to  Offices 

— 

48  ,,  Loss  on  Farming 

71  9  11 

- 

49  ,,  House  at  EGgbaston 

982  0  0 

50  ,,  Provision  for  Purchase  of 

Property,  Brasshouse 

Passage  ... 

1,446  15  4 

51  ,,  Provision  tor  New  Mains 

and  New  Engine  at 

Edgbaston 

32,000  0  0 

333,546 

,,  Balance  carried  to  Profit 

302,446  17  10 

244,149 

and  Loss  Account  (F)  ... 

356,664  7  6 

(£577,695 

£659,111  5  4 

CCOUNT — ■ continued 
iST  March,  1923. 


Brought  forward 


<£r. 


Year  to 

31st  March,  1923. 


£  s.  d. 

659,111  5  4 


1922. 

£ 

577,695 


£659,111  5  4  £577,695 
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j£>r. 


1922. 


£ 

66,488 

40,600 


20,172 


253,088 


15,789 


89,425- 


12,564 


1,123 


£499,149 


F 

For 


1  To  Balance  brought  from  last  account 

2  ,,  Annuities  ... 

0 

3  ,,  Interest  under  Acts  1875 

and  1879. 

On  Birmingham  Corporation  Stock 


(including  share  of  costs 

of  issue)... 

142,215 

4  ,,  Interest  under  Acts 
1892,  &c. 

On  Mortgages 

141,588  9  4 

110,873 

O 

On  Birmingham  Corpora¬ 
tion  Stock  (including 
share  of  costs  of  issue)  ... 

119,068  16  6 

a 

9 

5,544 

5  ,,  Redemption  of  Debt. 

Sinking  Fund  for  Extinc¬ 
tion  of  Annuities 

Payments  to  Corporation 
Loans  Fund  for  Redemp¬ 
tion  of  Stock  : — 

6%  Stock 

7,395  11  8 

— 

p;  10/ 

u2  /o  >>  ••• 

398  12  10 

3,658 

qio/ 

/o  >> 

3,795  8  3 

20,314 

qo/ 

°  /o  >> 

20,016  7  6 

20,697 

o  1°/ 

"S  /o  >  > 

19,141  17  0 

50,213 

50,747  17  3 

39,212 

*> _ _ 

Sinking  Fund  for  Redemp¬ 
tion  of  Mortgages 

40,949  10  8 

6  ,,  Bank  Interest,  &c.  ... 

7  ,,  Amount  Repaid  to  Borough  Fund  &  Rate  A/c 

8  ,,  Balance  carried  to  Balance  Sheet  . 


—PROFIT  AND 
the  Year  ended 

Year  to 
31st  March, 
1923. 

£  s.  d. 
39,884  9  6 

19,506  3  9 


260,657  5  10 

16,223  2  2 


91,697  7  11 

60,000  0  0 
5,115  5  8 

£493,083  14  10 
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LOSS  ACCOUNT. 
31st  March,  1923. 


_  - 

Year  to 

3 1st  March, 

1923. 

£  s.  d. 

1  By  Balance  brought  from  last  account 

...  1,123  5  9 

2  ,,  Balance  of  Revenue  Account  (E)  . 

356,664  7  6 

3  ,,  Contributions  from  Borough  Fund  and  Rate 

Account 

130,000  0  0 

4  ,,  Bank  Interest,  &c. 

5,296  1  7 

« 

£493,083  14  10 


dx 

1922. 

£ 

244,149 

255,000 


£499,149 


* 
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G.— HYDRAULIC  POWER 
For  the  Year  ended 


4Dr. 


Year  to 

1922 

31st  March,  1 923. 

£ 

£  S.  d. 

97 

1  To  Ground  Rent 

96  15  0 

675 

2  ,,  Rates  on  Buildings  ... 

637  10  0 

1— ' 

CO 

3  ,,  Salaries  and  Wages  at  Station 

835  15  0 

554  | 

4  y  y  G  CLS  •••  •••  •••  •••  •  •  •  ••• 

454  12  6 

188  ' 

5  ,,  Stores,  &c. 

101  16  7 

479 

6  ,,  Water  (8,906,000  gallons)  ... 

524  9  4 

7  ,,  Balance  carried  to  Revenue  Account 

192  12  7 

3,136 

£2,843  11  0 

1 

383 

8  ,,  Balance  brought  forward 

•  - 

9  ,,  Charges  on  Capital  Outlay,  viz.  : — 

283 

Interest  on  £9,504  2s.  5d.,  balance  out- 

standing  under  Acts  1892,  &c. 

285  2  4 

107 

Sinking  Fund  under  Acts  1892,  Sc c. 

§ 

• 

108  10  6 

1  £773 

£393  12  10 

1 

1 
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SUPPLY  ACCOUNT. 
31st  March  1923. 


- - - - - - - 

Year  to 

1 

31st  March,  1923. 

1922. 

£  s.  d. 

£ 

1  By  Charges  for  Power  .  . 

2,843  11  0 

2,753 

2  ,,  Balance  carried  to  Revenue  Account 

* 

383 

£2,843  11  0 

3,136 

3  By  Balance  brought  forward  . 

192  12  7 

4  ,,  Balance,  being  loss  for  the  year  . 

i 

1 

t 

t 

201  0  3 

773 

£393  12  10 

£773 
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H  .—SINKING  FUND  FOR 
For  the  Year  ended 


J>r. 


£  s.  d. 

1  To  Balance  brought  from  last  Account  ...  ...  ...  22,616  7  5 

2  ,,  Purchase  of  £1,290  13s.  8d.  Annuities, 

(capitalized  at  25  years’  purchase)  as 


per  Capital  Account  “  B  ”  ...  ...  £32,267  1  8 

Less  Discounts  on  Annuities  purchased  3,400  12  10 

28,866  8  10 

£51,482  16  3 

I  —BALANCE  SHEET, 


£  s.  d. 

£  s.  d. 

1  To  Capital  Account  No.  1,  as  per  Account 

“  R  ” 

i y  ...  ...  •••  •  •  • 

— 

2,097  859  18  8 

2  ,,  Capital  Account  No.  2,  as  per  Account 

<<  r'  >> 

V-/  ...  ...  ...  .«• 

— 

6,428,891  3  2 

3  ,,  Capital  Account  No.  3,  as  per  Account 

i 

i 

“  n  ” 

j _ '  •••  ...  ...  ... 

— • 

298,000  0  0  ; 

4  ,,  Redemption  Fund 

— ■ 

93,141  18  7 

5  ,,  Reserve  in  respect  of  Forged  Transfers 

Act,  1891 

— - 

1,500  0  0 

6  ,,  Annuities  accrued  to  date  ... 

9,780  4  11 

7  ,,  Interest  accrued  to  date 

68,464  18  6 

8  ,,  Trade  Creditors  : — 

On  Capital  Account  £249  2  9 

On  RevenueAccount  186,899  9  7 

187,148  12  4 

9  ,,  Profit  and  Loss  Account,  as  per 

265,393  15  9 

Account  “  F  ” 

Balance  at  credit  thereof  ... 

5,115  5  8 

10  ,,  Treasurer  of  the  City  : — - 

On  Revenue  Account 

68,639  6  5 

On  Sinking  Fund  Account 

26,984  4  1 

t 

I 

95,623  10  6 

£9,285,525  12  4 

J.  H.  BROADLEY- 

Secretary. 


i2th  May,  1923. 
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ANNUITIES  ACCOUNT. 
31st  March,  1923. 


£r. 


1 - - -  T 

£  s.  d. 

]  By  Amount  brought  from  Profit  and  Loss  Account  “  F  ” 

16,223  2  2 

2  Sale  of  land,  Lichfield  Road,  Aston  . 

8,275  10  0 

3  ,,  Balance  to  be  carried  to  next  Account 

26,984  4  1 

1 

I 

£51,482  16  3 

i  - 

31st  March,  1923. 

Cr. 

£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  “  B 
Capital  Account  No.  2,  as  per  Account  “  C  ” 

On  Elan  Supply . 

On  Capitalization  under  Section  22,  Act  1902  ... 

On  Local  Works . 

Capital  Account  No.  3,  as  per  Account  “  D  ”  : — 
On  Works  under  the  Birmingham  (Water  and 
Gas)  Order,  1914  ...  ...  ••• 

Birmingham  Corporation  Loans  Fund — Portion  of 
Fund  invested  applicable  to  Redemption  of 

Stock  ...  ...  •  •  •  •  •  •  •  •  • 

Sinking  Fund  as  per  Account  “  H  ” — 

Balance  at  Debit  thereof . 

Debtors  for  Water  Rates,  Services,  etc . 

Stock  of  Iron  Pipes,  Plant,  Coal  and  General  Stores 
Treasurer  of  the  City 
On  Capital  Account 


2 

3 

4 

5 


6 


8 

9 

10 


y  y 

y  y 


2,097,859 

18 

8 

5,859,387 

0 

5 

191,729 

5 

9 

398,758 

14 

11 

201,472 

18 

4 

93,141 

18 

7 

26,984 

4 

1 

292,919 

10 

11 

47,479 

14 

2 

75,792 

6 

6 

£9,285.525  12  4 


Examined  and  found  correct, 

HOWARD  SMITH,  THOMPSON  &  CO., 

Auditors. 
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J -COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1921 


DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 
Domestic — At  Landlords'  Compound  Rates  ... 
Domestic — At  Occupiers'  Rates 
Bath  s  ...  ...  ...  ...  ...  ... 

Hose  Pipe  and  Garden  Taps  ...  . 

^Public-houses 


1922 


Totals  from  Domestic  Supplies  . 

257,404 

y  ,  ,  "V  ,, 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

7,634 

7,541 

Private  Fire  Appliances  ... 

2,716 

2,815 

Lock-up  Shops,  Offices,  and  Warehouses  . 

17,798 

23,823 

Churches,  Chapels,  and  Schools  ... 

860 

1,067 

Unmeasured  Supplies  for  Building  Purposes . 

2,087 

663 

Miscellaneous 

1,367 

1,578 

Totals  from  Unmeasured  Trade  &  Miscellaneous 
Supplies 

32,462 

. 

MEASURED  SUPPLIES. 

Trade  Supplies  •  • »  •••  •••  •« •  •••  ••• 

191,552 

172,140 

Railways,  Street  and  Road  Watering,  etc . 

18,649 

14,593 

Totals  from  Measured  Supplies  . 

210,201 

SUPPLIES  IN  BULK  ...'  . . 

500,067 

10,325 

TOTAL  RENTA T  . 

£510,392 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1922  and  1923. 


Difference. 

Percentage, 
Increase  4- 

Totals  for  1922 

1923 

Totals  for  1923 

Increase. 

Decrease. 

Decrease  - 

Q 

£ 

£ 

£ 

£ 

176,790 

191,98  > 

14,534 

2,428 

10,724 

329,496 

396,456 

66,960 

2032  + 

. 

7,267 

274 

363- 

2,858 

43 

T53  + 

29,652 

5,829 

24-47  + 

1,255 

198 

18-73  + 

1,490 

827 

124-74  + 

1,834 

256 

16-22  + 

37,477 

44,356 

6,879 

18-36  + 

182,430 

10,290 

5-98  + 

15,670 

1,077 

7-38  + 

186,733 

198,100 

11,367 

• 

6-09  + 

553,706 

19,067 

638,912 

14,730 

85,206 

4,337 

15-39  + 
22-75- 

572,773 

653,642 

80,869 

1412  + 
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K. -ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


Total  average  consumption  per 
day  ...  ...  ...  ... 

1916 

26-644  m.g. 

1917 

28*088  m.g. 

1918 

29*420  m.g. 

Maximum  Day  ~ 

D  ate  •••  •  ••  ••• 

oth  June,  1915 

22nd  Feb.,  1917 

11th  Jan.,  1918 

Quantity  ... 

30-647  m.g. 

38*820  m.g. 

39-406  m.g. 

Average  estimated  population 
in  supply 

902,712 

907,262 

911,616 

Average  gross  consumption 
per  head  per  day 

28-41  galls. 

30*96  galls. 

32*27  galls. 

Average  consumption  per  head 
per  day  for  Measured  Trade 
Supplies,  and  for  Railways, 
Street  and  Road  Watering, 
Markets,  etc. 

8-45  galls. 

9-63  galls. 

9*53  galls. 

Estimated  average  consump¬ 
tion  per  head  per  day  for 
Unmeasured  Trade  Supplies 

3  12  galls. 

3*16  galls. 

3-20  galls. 

Net  estimated  consumption 
per  head  per  day  for  Domes¬ 
tic,  Fire,  and  Waste 

16*84  galls. 

18-17  galls. 

19*54  galls. 
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SUMPTION  PER  HEAD  PER  DAY. 
MARCH  31st. 


1910 

29*063  m.g. 

1920 

28*975  i'-.  l: 

1921 

‘,8-372  m.g. 

1922 

25*357  m.g 

1923 

24*052  m.g 

26th  July,  1918 

36*852  m.g. 

16th  Aug.,  1919 

35*541  m.g. 

16th  Dec.,  1920 

34  133  m.g. 

19th  July,  1921 

32'902  m.g. 

31st  May,  1922 

32*347  m.g. 

881,722 

921,861 

922  422 

924,810 

933,340 

32-9(i  galls. 

31*43  galls. 

30-76  gaits. 

27*42  galls. 

« 

25*77  galls. 

9*19  galls. 

8*34  galls. 

8  34  galls. 

6-77  galls. 

6-80  galls. 

3*38  galls. 

\ 

3*47  galls. 

2*50  galls 

2*11  galls. 

1*91  galls. 

20*39  galls. 

19*62  galls. 

19*92  galls. 

18*54  galls 

17*06  galls. 
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CITY  OF  BIRMINGHAM. 

_  THE  LIBRARY  OF  THE 

IReport  JUL  2  1  1924 

OF  the  UNIVERSITY  OF  ILLINOIS 

WATER  COMMITTEE 

PRESENTED  AT  I  HE 

MEETING  OF  THE  CITY  COUNCIL  ON  TUESDAY, 

3rd  DAY  OF  JUNE,  1924. 


ACCOUNTS. 


Your  Committee  submit  the  Accounts  and  Balance  Sheet  for  the  year 
ended  31st  March,  1924. 


The  income  from  water  rates  and  charges  (including  bulk  supplies 
shows  an  increase  over  the  previous  year  of  £21,481  or  3.29  per  cent. 

The  increase  during  the  year  on  domestic  supplies  has  been  £5,452, 
chiefly  due  to  housing  schemes,  and  that  on  measured  and  unmeasured 

trade  supplies  £17,620. 


The  working-  expenses  amount  to  £303,862,  being  £01,415  more  than 
those  of  the  previous  year.  This  is  more  than  accounted  for  by  the  in¬ 
clusion  in  the  expenditure  of  special  provisions  for  the  maintenance  and 
replacement  of  mains  necessitated  by  work  of  reconstruction  ot  roads  by 
the  Public  Works  Department  and  for  additional  mains  needed  to  improve 
the  supply  in  certain  districts,  etc 


The  balance  of  the  Revenue  Account  amounts  to  £318,462 
£356,664  last  year. 

The  charg-es  for  annuities  and  interest  as  shown  in  the 
Profit  and  Loss  Account  amount  to  £310,373, 
against  £314,752  a  year  ago,  a  decrease  of 

The  charges  for  redemption  of  debt  amount  to  £116,600, 
against  £107,920  last  year,  showing  an  increase  of 


against 

£ 


4,379 

8,681 


The  net  result  is  an  increase  in  capital  charges  over  last 
year  of  ... 

The  year’s  working  shows  a  deficiency  of  . 

From  this  must  be  deducted  the  credit  balance  brought 
forward  from  last  year  of  ...  . 


4,302 

108,512 

5,115 


Making  a  net  deficiency  of .  . 

During  the  year  there  was  received  Irom  the  Borough 
Fund  and  Rate  Account 

to  be  carried  forward  of 


103,397 

95,000 

8,397 


Leaving  a  debit  balance 


2 


It  was  estimated  that  there  would  be  a  debit  balance  of  £60,000  to 
carry  forward  to  next  year.  The  water  rental,  however,  showed  consider¬ 
able  improvement,  and  in  consequence  of  the  comparatively  cold  and  wet 
summer  there  was  less  pumping-  required  from  the  Local  Works  than 
anticipated.  Moreover,  there  have  been  saving’s  in  several  items  of 
expenditure  such  as  Maintenance  of  Aqueduct  and  Manag-ement. 


CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  submitted 
with  the  accounts.  The  average  daily  distribution  within  the  area  of 
supply  has  been  24-927  million  gallons,  against  24-052  million  gallons  in 
the  previous  year,  an  increase  of  3-64  per  cent. 

In  the  average  there  have  been  increases  in  the  daily  averages  of  the 
low  level  zone  of  5-52  per  cent.,  the  middle  level  zone  of  1-55  per  cent., 
and  in  the  high  level  zone  of  4-88  per  cent.  These  increases  are  reflected 
in  the  water  rental. 

Of  the  quantity  distributed  in  the  area  of  supply  707-147  million 
gallons  were  derived  from  local  sources,  being  7-79  per  cent,  of  the  whole, 

as  against  446-057  million  gallons,  being-  5  09  per  cent,  in  the  previous 
year. 

There  has  been  a  slight  increase  in  the  quantity  supplied  in  bulk. 


PERRY  RESERVOIR  PROPERTY - MINING  OPERATIONS. 

The  Perry  Reservoir  and  the  surrounding  land,  containing  nearly 
twelve  acres,  were  purchased  by  the  late  Birmingham  Waterworks  Com¬ 
pany  from  Lord  Calthorpe  in  1858,  and  formed  one  of  the  sources  of 
water  supply  to  the  Company’s  area. 

W  hen  the  Welsh  water  was  introduced  into  Birmingham  in  1904,  the 
Perry  Stream  and  Reservoir  were  suspended  by  the  Water  Department  as 
an  active  source  of  supply,  and  is  now  regarded  as  a  standby  supply. 

In  1912  the  Reservoir  property  was  leased  to  the  Parks  Department 
at  an  annual  rental  of  £40,  and  the  Parks  Department  subsequently  pur¬ 
chased  from  Lord  Calthorpe  a  considerable  area  of  land  surrounding  the 
Reservoir,  which  was  converted  into  the  present  Perry  Park.  The 
Reservoir  property  also  forms  a  portion  of  the  Park. 

The  minerals  lying  at  a  depth  of  not  less  than  300  yards  under  the 

land  purchased  by  the  Parks  Department  from  Lord  Calthorpe  were 
reserved  to  the  vendor.  1 


The  Hamstead  Colliery  Co.,  Ltd.,  approached  the  Corporation  with  a 
view  to  the  grant  of  an  Option  and  Lease  of  the  mineral  rights  under  the 

of  theC >ePC ' tme"|t  S  ReSerVO'r  Pr<>perty’  and’  subiect  to  concurrence 
the  City  Council,  terms  have  been  agreed  with  the  Colliery  Co. 

These  terms  embrace  an  option  to  the  Company  for  three  years  for  a 
use,  an  a<  Uiou  ccgment  of  £5  per  annum  being  paid  during  the  period 


of  the  option.  If  the  mines  prove  satisfactory,  the  lease  to  be  granted 
by  the  Corporation  to  be  subject  to  the  payment  of  £100  on  the  signing 
thereof,  to  the  payment  of  agreed  royalties,  and  to  the  usual  mining 
lease  covenants  and  conditions. 

Your  Committee  are  of  opinion  that  the  terms  agreed  are  satisfactory, 
and  now  ask  for  the  authority  of  the  Council  under  paragraph  30  of  the 
General  Instructions  to  Committees  to  enter  into  such  Option  and  Lease. 

SHUSTOKE  FISHERY. 

With  a  view  to>  the  improvement  of  the  facilities  for  fishing  :n  the 
Reservoirs  at  Whitacie,  your  Committee  have  again  permitted  netting- 
operations  during  the  winter  months  for  the  removal  of  the  coarse  fisn. 
The  netting  was  carried  out  by  arrangement  with  the  Birmingham  and 
District  United  Anglers’  Association.  It  Is  estimated  that  about  50,000 
coarse  fish  were  taken,  which  have  been  divided  over  the  waters  controlled 
by  the  Anglers’  Association  and  the  Plant’s  Brook  Reservoir  of  this 

Department. 

The  Lower  Reservoir  has  been  restocked  with  2,000  young  trout. 

Owing  to  the  increased  demand  for  tickets,  and  to  the  improvement 
recently  made  to  the  fishery,  it  has  been  decided  to  increase  the  number  of 
subscribers  from  fifty  to  sixty. 


ELAN  VALLEY  FISHERY. 

The  total  number  of  trout  taken  during  the  past  season  was  3,039, 
weighing  l,0981bs.  The  best  fish  of  the  season  weighed  31bs.  14ozs.,  and 
was  caught  in  Dol-y-Mynach  Reservoir. 


plant's  brook  pumping  station. 


The  above  station  has  been  regarded  as  a  standby  source  of  supply 
since  the  introduction  of  the  Welsh  water  in  1904.  It  has  not,  however, 
been  so  used,  as  it  would  have  necessitated  the  installation  -of  works  of  a 
character  involving  considerable  expenditure.  The  pumping  machinery  is 
old  and  out  of  date,  and  if  the  station  is  again  required  to  be  brought  into 
operation  it  would  be  more  advantageous  to  adopt  an  electric  or  other 

modern  plant. 


In  view  of  the  above,  it  has  been  arranged  to  dismantle  the  station, 
and  a  tender  has  been  accepted  for  the  purchase,  dismantling,  and 
removal  of  the  engines  and  other  plant. 


RAINFALL. 

A  thorough  investigation  of  the  records  relating  to  the  Elan  Valley 
has  been  made  back  to  the  year  189$.  This  has  shown  that  in  certain 
years  (notably  1916)  there  has  been  an  over-estimate  in  the  amount  of  the 
rainfall,  and  that  the  long  average  rainfall  is  67-2  inches  instead  of  68- 
inches  per  annum  arrived  at  in  recent  years  by  the  Meteorological  Office. 
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The  rainfall  at  Whitacre,  Birmingham,  and  in  the  Elan  Valley  from 
the  year  1892  to  1923  is  set  out  in  the  following-  table  : — 


Year. 

Whitacre. 

Birmingham. 

Calculated  Average 
Rainfall  in  the 
Elan  Valley. 

Inches. 

Inches. 

Inches. 

1892 

No  record. 

No  record. 

55-8 

1893 

ditto 

ditto 

62-5 

1894 

23-9 

(Witton)  25-7 

75-9 

1895 

23-1 

„  26-5 

58-4 

1896 

22-9 

21-4 

64-4 

1897 

27-1 

27-4 

67*2 

1898 

21-6 

21-6 

61-2 

1899 

24-3 

,,  25-3 

66-0 

1900 

33-0 

,,  29-3 

65-6 

1901 

24-4 

„  22-6 

59-2 

1902 

25-8 

„  24-6 

54-3 

1903 

33-3 

,,  29-9 

90-1 

1904 

23-6 

„  20-1 

53-9 

1905 

21-6 

,,  19-7 

56*5 

1906 

25-0 

„  24-5 

70-5 

1907 

29-0 

„  28-0 

64-4 

1908 

25-4 

,,  28-3 

60-9 

1909 

28-2 

,,  27-8 

63-8 

1910 

30-6 

„  30-1 

82-3 

1911 

19-3 

,,  19-0 

64-4 

1912 

33-4 

(Erdington)  32-8 

78-2 

1913 

25-7 

,,  24-8 

72-0 

1914 

25-5 

,,  26-0 

75-6 

1915 

28-5 

,,  27-1 

68-7 

1916 

26-7 

26-5 

73-6 

1917 

24-3 

24-8 

64-8 

1918 

21*2 

,,  24-2 

78-4 

1919 

27-4 

,,  27-0 

67-2 

1920 

27-3 

,,  28-7 

76-6 

1921 

17-1 

,,  18-0 

59-2 

1922 

28-3 

,,  30-1 

67-7 

1923 

29-0 

„  27-4 

90*7 

The  records  for  the  year  1923  show  that  it  is  the  wettest  year  experi¬ 
enced  in  the  Elan  Valley  since  the  records  have  been  kept,  the  previous 
wettest  year  being  1903,  when  the  figure  was  90.1  inches. 
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A— STATEMENT  OF  AUTHORISED  CAPITAL 
On  the  31st  March,  1924. 


1 

Description. 

2 

Total  Amounts 
Borrowed  and 
Liability  on 
Annuities  at 

31st  March,  1924. 

3 

Remaining  to  be 
Borrowed . 

1 

4 

Total  Amount 
Authorised. 

Under  Birmingham  (Cor¬ 
poration)  Water  Acts, 
1875  and  1879. 

Annuities  (Capitalized  at  25 
years’  purchase) 
Birmingham  Corporation 

3£%  Stock 
Ditto  ditto  3  %  Stock 
Ditto  ditto  2^%  Stock 

£  s.  d. 

961,195  4  2 

389,645  13  6 

168,804  9  3 

9,492  19  9 

Total  amount  outstanding 
Annuities  purchased,  Stock 
cancelled  or  transferred, 
and  Mortgages  repaid 
from  Sinking  Fund 

1,529,138  6  8 

568,721  12  0 

£2,097,859  18  8 

£2,097,859  18  8 

Under  Birmingham  (Cor¬ 
poration)  Water  Acts, 
1892,  Etc. 

Birmingham  Corporation 

6  %  Stock 

Ditto  ditto  5£%  Stock 

Ditto  ditto  3^%  Stock 

Ditto  ditto  3  %  Stock 

Ditto  ditto  3  %  (1902) 

Ditto  ditto  2£%  Stock 

Mortgages  ... 

£  s.  d. 

497,920  8  6 

64,190  15  2 

52,654  4  0 

358,619  14  7 

905,953  11  2 

1,132,025  11  7 

2,846,492  7  4 

Total  amount  outstanding 
Stock  cancelled  or  trans¬ 
ferred,  and  Mortgages 
repaid  from  Sinking 
Fund 

5,857,856  12  4 

572,812  7  8 

£6,430,669  0  0 

£169,331  0  0 

£6,600,000  0  0 

Under  the  Birmingham 
(Water  &  Gas)  Order, 
1914. 

Birmingham  Corporation 

6%  Stock 

Mortgages  ... 

227,860  5  9 

52,690  19  11 

Total  amount  outstanding 
Stock  cancelled  or  trans¬ 
ferred  and  Mortgages 
repaid  from  Sinking 
Fund 

280,551  5  8 

17,448  14  4 

£298,000  0  0 

£298,000  0  0 

Under  Birmingham  Cor¬ 
poration  Act,  1922  .. 

... 

£498,632  0  0 

£498,632  0  0 
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B— CAPITAL  ACCOUNT  No. 


UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March, 
1923. 

Expenditure 
during  the 
vear. 

Total  to 

31st  March, 
1924. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1923  . 

2,097,859  18  8 

2,037,859  18  8 

Total  carried  to  Balance  Sheet  ... 

£2,097,859  18  8 

_ 

i 
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(CORPORATION)  WATER  ACTS,  1875  AND  1879. 
31st  March,  1924. 


Gl\ 


1  By  Annuities 

2  ,,  Birmingham 

3£%  Stock 

3  ,,  Birmingham 

3%  Stock  .. 

4  ,,  Birmingham 

2£%  Stock 


Corporation 
•  •  •  •  •  • 

Corporation 
•  •  •  •  •  • 

Corporation 


Total  amount  outstanding 

,,  Annuities  purchased,  Stock 
cancelled  and  Mortgages 
repaid  from  Sinking  Fund 


Total  carried  to  Balance  Sheet 


Capital  at 
31st  March, 
1923. 


Additions  +  or 
Reductions — 
during  the  year, 


£  s.  d. 
978,024  9  7 


392,515  7  6 


171,432  15  5 


*9,492  19  9 


Capital  at 
31st  March, 
1924. 


£  s.  d. 
—16,829  5  5 


—  2,869  14  0 


—2,628  6  2 


546,394  6  5 


+  22,327  5  7 


£  s.  d. 
961,195  4  2 


389,645  13  6 


168,804  9  3 


9,492  19  9 


1,529,138  6  8 


568,721  12  0 


£2,097,859  18  8 


Annual  instalments  paid  over  by  the  Water  Department  amounting  to  £9,492  19s.  9d.,  are  temporarily 

invested  in  War  Stock,  or  in  the  hands  of  the  Treasurer. 
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2H-,  C— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1923. 

1 

Expenditure 
during  the 
Year. 

Total  to 

31st  March, 
1924. 

1  To  Expenditure  on  Elan  Supply 

£  s.  d. 

£  s.  d. 

£  s.  d. 

to  31st  March,  1923  ... 

5,859,387  0  5 

2  ,,  Expenditure  since  that  date 

9  16  4 

Total  carried,  to  Balance  Sheet 

5,859,396  16  9 

3  ,,  Amount  transferred  to  Profit 

and  Loss  Account  under  Sec. 

22  of  the  Birmingham  Cor- 

poration  Water  Act,  1902 

1  91,729  5  9 

Total  carried  to  Balance  Sheet 

191,729  5  9 

4  ,,  Expenditure  on  Local  Works 

to  31st  March,  1923  ... 

398,758  14  11 

5  ,,  Expenditure  since  that  date 

10,716  3  0 

Less  Depreciation,  etc. 

841  15  9 

9,874  7  3 

Total  carried  to  Balance  Sheet 

408,633  2  2 

£6,459,759  4  8 

2H-.  D— CAPITAL  ACCOUNT  No.  3,  UNDER  BIRMINGHAM 

For  the  Year  ended 


•  3 

1  To  Expenditure  on  Elan  Supply 

£  s.  d. 

£  s.  d. 

£  s.  d. 

to  31st  March,  1923  ... 

201,472  18  4 

2  ,,  Expenditure  since  that  date 

49,819  7  6 

Total  carried  to  Balance  Sheet 

251,292  5  10 

3  ,,  Balance  of  Capital  Account 

46,707  14  2 

£298,000  0  0 
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(CORPORATION)  WATER  ACTS,  1892,  &c. 
31st  March,  1924. 


dr. 


I  By  Birmingham  Corporation 

6  %  Stock 

Ditto 
Ditto 
Ditto 

Ditto  (1902) 

Ditto 
,  Mortgages 


5£%  Stock 
3£%  Stock 
3  %  Stock 
3  %  Stock 
2£%  Stock 


Capital  at 
31st  March, 
1923. 


£ 

503,958 
64,601 
53,722 
372,365 
905,953 
*1,132,025 
2,886,761 


s. 

11 

7 

9 

0 

11 

11 

6 


Total  Amount  Outstanding 
8  ,,  Stock  cancelled  or  transferred 
and  Mortgages  repaid  from 
Sinking  Fund 


Deduct  Loans  in  excess  of 
Capital  Requirements  paid 
into  Sinking  Fund  ... 

Total  carried  to  Balance  Sheet 
Balance  of  Capital  Account 


d. 

9 

2 

4 

8 

2 

7 

9 


511,281  1 


Additions  +  or 
Reductions — 
during  the 
Year. 

Capital  at 
31st  March, 
1924. 

1 

£ 

s. 

d. 

£ 

s. 

d. 

—6,038 

3 

3 

497,920 

8 

6 

—410 

12 

0 

64,190 

15 

2 

—1,068 

5 

4 

52,654 

4 

0 

j  —13,745 

6 

1 

358,619 

14 

7 

905,953 

11 

2 

1,132,025 

11 

7 

!  —40,268 

19 

5 

2,846,492 

7 

4 

5,857,856 

12 

4 

+  61,53 

16 

1 

572,812 

7 

8 

6,430,669 

0 

0 

1,777 

16 

10 

6,428,891 

30,868 

3 

1 

2 

6 

£6,459,759 

4 

8 

(WATER  AND  GAS)  ORDER,  1914. 
31st  March,  1924. 


dr. 


1  By  Birmingham  Corporation 

6%  Stock 

2  ,,  Mortgages  . 

£ 

234,978 

s. 

1 

d. 

8 

£ 

7,117 

s. 

15 

1 

d. 

11 

£ 

227,860 

s. 

5 

d. 

9 

54,600 

0 

11 

— 

1,909 

1 

0 

52,690 

19 

11 

Total  amount  outstanding  ... 

280,551 

5 

8 

3  ,,  Stock  cancelled  or  transferred 

and  Mortgages  repaid  from 
Sinking  Fund 

8,421 

17 

5 

+ 

9,026 

16 

11 

17,448 

14 

4 

£298,000 

0 

0 

over  Dy  tne  water 

invested  in  War  Stock  or  in  the  hands  of  the  Treasurer. 
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E.— REVENUE 

Foe  the  Year  ended 


2>r. 


1923 

Year  to 

31st  March,  1924. 

Maintenance  of  Works,  and 

£  s.  d. 

£  s.  d. 

Distribution  of  Water. 

£ 

Old  Supply. 

7,909 

1  To  Pumping,  including 

Salaries,  Wages,  Coal  and 

Stores  at  Pumping  Stations 

9,628  13  11 

942 

2  ,,  Filtration  ... 

767  6  10 

6,075 

3  ,,  Maintenance  of  Engines 

and  Boilers 

5,312  4  0 

3,318 

4  ,,  Maintenance  of  Reservoirs, 

Pumping  Stations,  &c. 

2,959  7  8 

18,244  - 

18,667  12  5 

Elan  Supply. 

5,120 

5  ,,  Filtration  and  Hardening 

(Elan  Valley) 

5,487  13  1 

6,155 

6  ,,  General  Maintenance  and 

Supervision  of  Elan  Valley 

Works 

5,611  1  7 

383 

7  ,,  Administration  of  Elan 

Village 

199  10  1 

8,793 

8  ,,  Maintenance  and  Super- 

vision  of  Aqueduct 

8,532  6  5 

11,205 

9  ,,  Pumping  at  Frankley, 

Edgbaston  and  Selly  Oak... 

11,142  8  11 

1,766 

10  ,,  Maintenance  of  Engines, 

Frankley,  Edgbaston  and 

Selly  Oak  ... 

1,520  15  2 

3,017 

11  ,,  Filtration,  Frankley 

2,105  2  8 

356 

12  ,,  Maintenance  of  Filters, 

(Frankley)  ... 

415  19  0 

2,184 

13  ,,  Maintenance  of  Works 

(Frankley)  ... 

3,502  12  4 

3,631 

14  ,,  General  Working  Expenses 

and  Wages  (Frankley) 

3,419  10  6 

42,610 

41,936  19  9 

£60,854 

Carried  forward 

... 

£60,604  12  2 

ACCOUNT. 


31st  March,  1924. 


Year  to 

31st  March,  1924. 


1  By  Water  Rates  and  Charges 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk 


£  s.  d.(  £  s.  d. 

661,984  1  0 

13,139  4  7 

_  675,123  5  7 


| 

3  ,,  Net  Rents  of  Lands  (Old  Works  and  Elan 

Aqueduct)  ... 

4  ,,  Net  Rents  of  Lands  (Elan  Watershed) 


5  ,,  Net  Receipts  on  Fishing 

6  ,,  Transfer  Fees  ... 

7  ,,  Superannuation  Scheme,  1909  : — 

Members’  Contributions . 

8  ,,  Profit  on  Hydraulic  Power  Supplies 

9  ,,  Profit  on  Testing  Fittings  and  Laying  and 

Maintenance  of  Services  ... 


3,253  18  0 

524  16  1 


55  9  2 

10  7  6 

1,361  13  5 

335  1  0 

1,659  11  5 


<Il\ 


1923 

£ 

638,912 

14,730 

2,823 

832 

196 

8 

1,417 

193 


Carried  forward 


£659,111 
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H)l* 


E.  REVENUE 

For  the  Year  ended 


1923 

£ 

60,854 


Year  to 

31st  March,  1924. 


s.  d. 


31,627 


Brought  forward 


Maintenance  of  Works,  and 
Distribution  of  Water — 

continued. 

General. 

15  To  Maintenance  and  Renewal 
of  Mains  and  Meters  and 
Provision  therefor 


38,602  19  6 


3,946 

16  ,,  Salaries 

3,875  3 

3,128 

17  ,,  Waste  Inspection  ... 

3,320  14 

Superannuation  Scheme, 

1909 

1,522 

18  ,,  Superannuation 

Allowances  ...  1,238  1  10 

416 

19  ,,  Pensions  to 

Officers  and 

Servants  ...  353  13  9 

185 

20  ,,  Optional 

Allowances  ...  198  18  0 

1,790  13 

368 

21  ,,  Workmen’s  Compensation  . 

368  6 

105,168 

22  ,,  Rates  and  Taxes  ... 

115,300  17 

386 

23  ,,  Rents,  Tithes,  Easements 

and  Wayleaves  ... 

399  9 

417 

24  ,,  Chemical  and  Bacterial 

Examination  of  Water  ... 

414  14 

11,606 

25  ,,  General  Working  Expenses 

and  Wages 

12,071  19 

543 

26  ,,  National  Insurance  Act, 

Health 

588  2 

1,148 

27  ,,  National  Insurance  Act, 

Unemployment  ... 

1,270  7 

i  fin  dfin 

-LOU  jiDU 

£221,314 

Carried  forward 

•  .  • 

£  s. 
60,604  12 


d. 

2 


178,003  7  0 


£238,607  19  2 
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ACCOUNT — continued. 
3  1st  March,  1924. 


Brought  o- ward 


Year  to 

31st  March,  1924. 
£  s.  d. 
682,324  2  2 


£682,324  2  2 


at* 

1923 

£ 

659,111 


£659,111 


Carried  forward 


14 


E.— REVENUE 

For  the  Year  ended 


Dr 


1923 

£ 

221,314 


27,569 

988 


2,081 

162 


5,716 

4,936 


1,582 

386 

169 


Brought  forward 


Management. 

28  To  Office  Salaries 

29  ,,  Meter  State  Taking 

Superannuation  Scheme, 
1909  : — 

30  ,,  Superannuation 

Allowances  2,845  19  6 

31  ,,  Contributions 

returned  on 
decease  or  re¬ 
tirement  of 

Members  ...  167  5  7 


32  ,,  Office  and  Incidental 

Expenses 

33  ,,  Bank  Commission  and 

Share  of  Loans  Fund 
Management  Expenses  ... 

34  ,,  Abatements 

35  ,,  Bad  Debts  ... 

36  ,,  Law&Professional  Charges 


26,181  6  5 

940  7  0 


3,013  5  1 

5,384  14  5 


4,904  8  10 

1,524  7  9 

458  9  4 

210  6  9 


Year  to 

31st  March,  1924. 


£  s.  d. 
238,607  19  2 


43  589 

4.9  Ul  7  ^  7 

U  1  /  O  i 

Miscellaneous. 

2,000 

37  ,,  Offices  at  Council  House,  Payment  to  Gas 

Department 

2,000  0  0 

118 

38  ,,  Redemption  of  Tithes  ... 

268  13  9 

875 

39  ,,  Birmingham  Corporation  Bill 

— 

351 

40  ,,  Loss  on  Testing  Fittings  and  Laying  and 

Maintenance  of  Services 

— 

71 

41  ,,  Loss  on  Farming 

188  7  6 

982 

42  ,,  House  at  Edgbaston 

— 

1,147 

43  ,,  Provision  for  Purchase  of  Property,  Brass- 

house  Passage  ...  ...  . 

32,000 

44  ,,  Provision  for  New  Trunk  Mains  and  Main 

Extensions 

47,239  4  5 

45  ,,  Extensions  of  Mains 

6,332  0  4 

46  ,,  Improvement  of  Supply,  Coleshill  and  Marston 

Green 

4,321  5  10 

47  ,,  Improvement  of  Supply,  Northfield  Zone 

22,287  9  5 

302,447 

363,862  6  0 

358,664 

48  ,,  Balance  carried  to  Profit  and  Loss  Account — F 

318,461  16  2 

£659,111 

£682,324  2  2 

ACCOUNT — continued. 
3  1st  March,  1924. 
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Brought  forward 


Year  to 

31st  March,  1924. 

1 

1923 

£ 

659,111 

£  s.  d. 

682,324  2  2 

£682,324  2  2 

£659,111 

1 

16 


F  —  PROFIT  AND 

For  the  Year  ended 


2>i\ 


1923 

£ 

39,885 


1  To  Annuities 


Year  to 

31st  March,  1924. 


£  s.  d. 
38,689  18  10 


19,506 


2  ,,  Interest  under  Acts  1875  and  1879 

On  Birmingham  Corporation  Stock  (including 
share  of  costs  of  issue) 


3  ,,  Interest  under  Acts 
1892,  etc. 


£  s.  d. 


141,588 


On  Mortgages 


134,839  8  5 


119,069 

260,657  - 


On  Birmingham  Corporation 
Stock  (including  share  of 
costs  of  issue) 


120,040 


7  11 


254,879  16  4 


16,223 


4  ,,  Redemption  of  Debt. 

Sinking  Fund  for  Extinction 
of  Annuities 


16,669  4  11 


Payments  to  Corporation 


Loans  Fund  for  Redemp- 

tion  of  Stock  : — 

7,396 

6%  Stock 

13,155  19  2 

399 

5ij%  ,, 

410  12  0 

3,795 

H%  » 

3,937  19  4 

20,016 

3%  „ 

20,628  13  4 

19,142 

21%  „ 

19,620  7  11 

50,748 

57,753  11  9 

40,949 

Sinking  Fund  for  Redemp- 

tion  of  Mortgages . 

42,178  0  5 

91,697 

• 

99,931  12  2 

60,000 

5  ,,  Amount  repaid  to  Borough  h  und  and  Rate 

Account 

•••  •••  ••• 

5,115 

6  ,,  Balance  carried  to  Balance 

Sheet 

£493,083 

— - 

£429,540  14  7 

17 


LOSS  ACCOUNT. 

3  1st  March,  1924. 


(Lx. 


f 


1  By  Balance  brought  from  last  account 

2  ,,  Balance  of  Revenue  Account  (E) 

3  ,,  Contributions  from  Borough  Fund  and  Rate 

Account 

4  ,,  Bank  Interest,  etc. 

5  ,,  Balance  carried  to  Balance  Sheet 


Year  to 

31st  March,  1924. 


£429,540  14  7 


1923 


£  s.  d. 

£ 

5,115  5  8 

1,123 

318,461  16  2 

356,664 

95,000  0  0 

130,000 

2,567  2  11 

5,296 

8,396  9  10 

£493,083 
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Bl\  G.— HYDRAULIC  POWF:R 

For  the  Year  ended 


Year  to 

1923 

31st  March,  1924. 

£ 

£  s.  d. 

97 

1  To  Ground  Rent 

96  15  0 

637 

2  ,,  Rates  on  Buildings 

600  0  0 

836 

3  ,,  Salaries  and  Wages  at  Station 

731  3  6 

455 

4  y  y  Cx3»S  •••  •••  •••  •••  •••  ••• 

367  18  2 

102 

5  ,,  Stores,  etc.  ... 

120  11  1 

524 

6  , ,  Water 

529  17  4 

193 

7  ,,  Balance  carried  to  Revenue  Account 

335  1  0 

£2,844 

£2,781  6  1 

285 

8  ,,  Charges  on  Capital  Outlay,  viz.  : — 

Interest  on  £9,180  5s.  3d.,  balance  outstanding 

under  Acts  1892,  etc. 

275  8  0 

109 

Sinking  Fund  under  Acts  1892,  etc. 

121  15  0 

£394 

£397  3  0 

2>r. 


H.— SINKING  FUND  FOR 

For  the  Year  ended 


£  s.  d. 

1  To  Balance  brought  from  last  account  ... 

26,984  4  1 

2  ,,  Purchase  of  £673  3s.  5d.  Annuities  (capitalised  at  25  years’ 

• 

purchase),  as  per  Capital  Account  (B)  £16,829  5  5 

Less  Discounts  on  Annuities  pur- 

chased  .  ...  ...  1,997  6  6 

14,831  18  11 

£41,816  3  0 
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SUPPLY  ACCOUNT, 
31st  March,  1924. 


Year  to 

1923 

31st  March,  1924. 

£ 

£  s.  d. 

1  By  Charges  for  Power 

2,781  6  1 

2,844 

£2,781  6  1 

£2,844 

2  ,,  Balance  brought  forward . 

335  1  0 

193 

3  „  Balance,  being  loss  for  the  year  . 

62  2  0 

201 

£397  3  0 

£394 

ANNUITIES  ACCOUNT. 

31st  March,  1924. 

Cr. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (F) 

£  s.  d. 
16,669  4  11 

'  2  ,,  Balance  to  be  carried  to  next  account  ... 

25,146  18  1 

£41,816  3  0 
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2)1-  I.— BALANCE  SHEET, 


£  s.  d. 

£  s.  d. 

1  To  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

2  ,,  Capital  Account  No.  2,  as  per  Account  “  C  ” 

6,428,891  3  2 

3  ,,  Capital  Account  No.  3,  as  per  Account  “  D  ” 

298,000  0  0 

4  ,,  Redemption  Fund 

•  •  •  •  •  •  •  •  • 

117,017  7  7 

5  ,,  Reserve  in  respect  of  Forged  Transfers  Act,  1891 

1,500  0  0 

6  ,,  Annuities  accrued  to  date 

9,611  19  1 

7  ,,  Interest  accrued  to  date  ... 

68,483  13  0 

8  ,,  Trade  Creditors  : — 

On  Capital  Account  ...  £677  18  4 

On  Revenue  Account  271,431  8  5 

272,109  6  9 

350,204  18  10 

9  „  Treasurer  of  the  City  : — 

On  Revenue  Account 

29,587  17  3 

On  Sinking  Fund  Account 

25,146  18  1 

54,734  15  4 

£9,348,208  3  7 

J.  H.  BROADLEY, 

Secretary. 


9 th  May,  1924 


31st  March,  1924. 


1  By  Capital  Account  No.  1,  as  per  Account  “  B  . 

Capital  Account  No.  2,  as  per  Account  “  C  ”  : — 

2  On  Elan  Supply . 

3  On  Capitalisation  under  Section  22,  Act  1902 

4  On  Local  Works . 

5  ,,  Capital  Account  No.  3,  as  per  Account  “  D  : 

On  Works  under  the  Birmingham  (Water  and  Gas) 

Order,  1914 

6  ,,  Birmingham  Corporation  Loans  Fund — Portion  of  Fund 

invested  applicable  to  Redemption  of  Stock  ... 

7  ,,  Sinking  Fund  as  per  Account  “  H  ”  : — 

Balance  at  Debit  thereof 

8  ,,  Debtors  for  Water  Rates,  Services,  etc . 

9  ,,  Stock  of  Iron  Pipes,  Plant,  Coal  and  General  Stores 

10  ,,  Profit  and  Loss  Account  as  per  Account  “F”: — Balance 

at  debit  thereof 

11  ,,  Treasurer  of  the  City: — 

On  Capital  Account 


Examined  and  found  correct, 

HOWARD  SMITH,  THOMPSON 


Cl*. 

£  s.  d. 
2,097,859  18  8 

5,859,396  16  9 

191,729  5  9 

408,633  2  2 

251,292  5  10 

117,017  7  7 

25,146  18  1 

320,057  2  7 

52,161  5  4 

8,396  9  10 

16,517  11  0 

£9,348,208  3  7 


&  co.. 

Auditors. 
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J.—  COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1922 

1923 

Totals  for 
1923 

DOMESTIC  and  QUASI-DOMESTIC  SUPPLIES. 

£ 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates 

176,790 

Domestic — At  Occupiers’  Rates 

191,980 

Baths 

14,534 

Hose  Pipe  and  Garden  Taps 

2,428 

*  Public-houses  ...  ...  ...  ...  ... 

10,724 

Totals  from  Domestic  Supplies 

329,496 

396,456 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

7,541 

7,267 

Private  Fire  Appliances 

2,815 

2,858 

Lock-up  Shops,  Offices,  and  Warehouses 

23,823 

29,652 

Churches,  Chapels,  and  Schools 

1,057 

1,255 

Unmeasured  Supplies  for  Building  Purposes  ... 

663 

1,490 

Miscellaneous 

1,578 

1,834 

Totals  from  Unmeasured  Trade  and  Mis¬ 
cellaneous  Supplies 

37,477 

44,356 

MEASURED  SUPPLIES. 

Trade  Supplies 

172,140 

182,430 

Railways,  Street  and  Road  Watering,  etc. 

14,593 

15,670 

Totals  from  Measured  Supplies 

186,733 

198,100 

Total  of  Detailed  Supplies  ... 

553,706 

638,912 

SUPPLIES  IN  BULK  . 

19,067 

14,730 

TOTAL  RENTAL  . 

£572,773 

£653,642 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1923  and  1924. 


1924 


£ 

177,658 
1  £5,923 
15,243 
2,656 
10,428 


7,457 

2,882 

30,171 

1,275 

2,211 

5.191 


196,178 

17,711 


Differe 

nee. 

Percentage. 
Increase  + 
Decrease — 

Totals  lor  19/4. 

Increase. 

Decrease. 

£ 

£ 

£ 

868 

•49  + 

-■  -  ..... 

3,943 

2-05  + 

- 

709 

4-88  + 

228 

9-39  + 

296 

2-76— 

401,908 

5,452 

1-38  + 

190 

2-61  + 

24 

•84  + 

519 

1-75  + 

20 

1-59  + 

721 

48-39  + 

357 

19-47  + 

46,187 

1,831 

4-13  + 

13,748 

!  7-54  + 

2,041 

13-02  + 

213,889 

15,789 

7-97  + 

661,984 

23,072 

3-61  + 

13,139 

1,591 

10-80— 

£675,123 

£21,481 

3-29  + 
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K  —ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


1917 

1918 

1919 

Total  average  consumption  per 
day 

28-088  m.g. 

29-420  m.g. 

29-063  m.g. 

Maximum  Day  : — 

Date 

22nd  Feb.,  1917 

11th  Jan.,  1918 

26th  July,  1918 

Quantity 

38-820  m.g. 

39-406  m.g. 

36-852  m.g. 

Average  estimated  population  in 
supply 

907,262 

911,616 

881,722 

Average  gross  consumption  per 
head  per  day 

30-96  galls. 

32-27  galls. 

32-96  galls. 

Average  consumption  per  head  per 
day  for  Measured  Trade  Supplies, 
and  for  Railways,  Street  and 
Road  Watering,  Markets,  etc.  ... 

9-63  galls. 

9-53  galls. 

9*19  galls. 

Estimated  average  consumption 
per  head  per  day  for  Un¬ 
measured  Trade  Supplies 

3-16  galls. 

3-20  galls. 

3-38  galls. 

Net  estimated  consumption  per 
head  per  day  for  Domestic,  Fire, 
and  Waste 

18-17  galls. 

19-54  galls. 

20-39  galls. 

SUMPTION  PER  HEAD  PER  DAY. 


MARCH  31st. 


1920 

28-975  m.g. 

1921 

28-372  m.g. 

1 

1922 

25-357  m.g. 

1923 

24-052  m.g. 

1924 

24-927  m.  . 

16th  Aug.,  1919 

35-541  m.g. 

16th  Dec.,  1920 

34-433  m.g. 

19th  July,  1921 

32-902  m.g. 

31st  May,  1922 

32-347  m.g. 

12th  July,  192S 

32-694  m.g. 

921,861 

922,422 

924,810 

933,340 

937,151 

31-43  galls. 

30-76  galls. 

27-42  galls. 

25-77  galls. 

26-60  galls. 

8*34  galls. 

8-34  galls. 

6-77  galls. 

6-80  gall:;. 

7-63  galls. 

• 

3*47  galls. 

2*50  galls. 

2-11  galls. 

L-91  galls. 

1*95  galls. 

19*62  galls. 

19-92  galls. 

, 

18-54  gaJls. 

17-06  galls. 

17-02  gal1: 

STATEMENT  OF  DISTRIBUTION 
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It  was  moved  by  Mr.  Alderman  Martineau,  seconded  by  Mr. 

Alderman  W.  A.  Cadbury,  and 

Resolved — 

26.818.  That  the  Water  Committee  be,  and  they  are  hereby, 
authorised  to  enter  into  an  agreement  with  the  Hamstead  Colliery  Co., 
Ltd.,  with  a  view  to  granting  the  compafny  an  option  upon,  and  lease  of, 
the  mineral  rights  under  the  Perry  Reservoir  property  upon  the  terms 
and  conditions  set  out  in  the  Committee’s  report. 

It  was  moved  by  Mr.  Alderman  Martineau,  seconded  by  Mr. 

Councillor  Griffin,  and 

Resolved — 

26.819.  That  the  report  of  the  Water  Committee  be  approved. 
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CITY  OF  BIRMINGHAM 


IRepctt 

OF  THE 


WATER  COMMITTEE 

PRESENTED  AT  THE 


MEETING  OF  THE  COUNCIL  ON  TUESDAY, 
THE  16th  DAY  OF  JUNE,  1925. 


ACCOUNTS. 

Your  Committee  submit  the  Accounts  and  Balance  Sheet  for  the  Year 
ended  31st  March,  1925. 

The  income  from  watei  rents  and!  charges  (including-  bulk  supplies) 
amounts  to  £697,647,  which  is  an  increase  over  that  of  last  year  of 
£22,524,  or  3-34  per  cent. 


The  increase  during  the  year  from  domestic  supplies  has  been  £8,902, 
from  unmeasured  and  measured  supplies,  £12,289,  and  from  supplies  in 
bulk,  £1,333. 


The  working  expenses  amount  to  £338,296,  being  £25,566  less  than 
those  of  the  previous  year.  Included  in  this  year’s  expenses  is  an  amount 
of  £10,000  towards  expenditure  which  must  be  incurred  in  alterations  and 
repairs  to  the  Erdington  Reservoir.  Reference  is  made  to  this  matter  in  a 
later  paragraph. 


The  balance  of  the  Revenue  Account  amounts  to  £367,162  against 
£318,462  last  year.  The  increase  is  due  to  the  before-mentioned  increase 
in  respect  of  water  rents  and  charges,  and  to  decrease  in  expenditure. 


The  charges  for  annuities  and  interest  shown  in  the 
Profit  and  Loss  Account  amount  to  £304,197, 
against  £310,373  a  year  ago,  a  decrease  of . 

The  charges  for  redemption  of  debt  amount  to  £120,001 
against  £116,601,  an  increase  of 


£ 

6,176 

3,400 


The  net  result  is  a  decrease  in  Capital  Charges  compared 
with  last  year  of 


2,776 


C..\ 

2 

£ 

The  year’s  working  shows  a  deficiency  of  ..  ...  57,036 

Toi  this  must  be  added  the  debit  balance  brought  forward 

from  last  year  of  ...  ...  ...  ...  ...  8,396 

\  .  - - 

Making  a  total  deficiency  of  ...  ...  ...  ...  65,432 

During  the  year  there  was  received  from  the  Borough 

Fund  and  Rate  Account  ...  ...  ...  ...  65,000 


Leaving  a  debit  balance  to  be  carried  forward  of  ...  432 

When  the  Estimates  for  1924-25  were  prepared  early  in  1924,  it  was 
anticipated  that  there  would  be  a  debit  balance  of  £10,882  to  carry  for¬ 
ward  to  next  year. 

The  causes  of  the  improvement  have  already  been  indicated.  The 
comparatively  cold  and  wet  summer  was  of  advantage  to  the  Department 
in  that  less  pumping  from  the  Local  Works  was  required  than  had  been 
provided  for. 

On  the  whole,  the  Accounts  afford  evidence  that  the  financial  position 
of  the  Department  is  gradually  attaining  a  more  satisfactory  condition. 

CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to  the  consumption  of  water  are  submitted 
with  the  Accounts.  The  average  daily  distribution  of  water  within  the 
area  of  supply  has  been  25-514  million  gallons,  against  24-927  million 
gallons  in  the  previous  year,  an  increase  of  2-35  per  cent. 

Of  the  quantity  of  water  distributed  in  the  area  of  supply,  754-236 
million  gallons  were  derived  from  local  sources,  being  8  12  per  cent,  of  the 
whole,  as  against  707-14-7  million  gallons  (7-79  per  cent,  of  the  whole)  in 
the  previous  year. 


BIRMINGHAM  CORPORATION  WATER  ACTS,  1892  AND  1902  :  CAPITALIZATION  OF 

INTEREST. 

Under  the  Birmingham  Corporation  Water  Act,  1892,  the  Corpora¬ 
tion  were  authorised  from  time  to  time  to  borrow  “  for  the  purchase  of 
land  and  the  execution  of  works  under  this  Act  and  the  extension  of  mains 
and  other  waterworks  purposes  any  sums  not  exceeding  in  the  aggregate 
£6,600,000.” 

Section  22  of  the  Birmingham  Corporation  Water  Act,  1902,  author¬ 
ised  the  Corporation  to  apply,  in  payment  of  interest  accruing  after  the 
passing  of  the  1902  Act,  any  moneys  borrowed  or  to  be  borrowed  under 
the  Act  of  1892  for  the  purchase  of  land  and  for  the  execution  of  works, 
provided  that  the  aggregate  amount  to  be  applied  lor  the  payment  of 
interest  shall  not  exceed  £300,000 — not  more  than  £60,000  being  applied 
in  one  year. 

The  power  contained  in  the  above  clause  has  been  exercised  to  the 
extent  of  £191,729,  leaving  a  balance  of  £108,271  remaining  to  be  thus 
applied  if  and  when  the  Corporation  shall  determine.  No  additional 
amount  has  been  applied  since  31st  March,  1914. 
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Your  Committee  are  of  opinion  that  no  further  capitalization  of 
interest  is  necessary  or  desirable  and  that  the  balance  of  £108,271  should 
be  regarded  as  available  for  general  waterworks  purposes.  Your  Com¬ 
mittee  have  submitted  their  views  to  the  Finance  Committee,  who  are 
reporting  to>  the  City  Council. 


IMPROVEMENT  OF  SUPPLY. 

In  their  report  of  3rd  February,  1925,  your  Committee  referred  to 
certain  works  for  the  improvement  of  the  supply  in  portions  of  the  Cor¬ 
poration’s  water  area.  Since  that  report,  other  works  have  been  carried 
out,  which  have  resulted  in  further  improvements,  and  the  subject  is  still 
engaging  the  attention  of  your  Committee. 

The  additional  pumping  machinery  at  Edgbaston  has  been  completed, 
and  the  official  trials  of  the  engines  have  proved  satisfactory.  T  his  new 
pumping  machinery,  with  the  subsidiary  mains,  has  effected  an  appreci¬ 
able  improvement  in  the  supply  to  the  Northfield  level  of  the  High  Level 
district,  including  the  centre  of  the  City. 

ERD1NGTON  RESERVOIR. 

With  a  view  to  preserving  the  purity  of  the  supply  in  the  Erdington 
Service  Reservoir  and  of  being  able  to  utilize  at  all  times  the  supply  from 
the  Short  Heath  Well  which  is  taken  into  that  Reservoir,  your  Com¬ 
mittee  are  of  opinion  that  the  covering  of  the  Reservoir  cannot  be  post¬ 
poned  any  longer,  and  they  have  instructed  the  Chief  and  Local  Engineers 
to  submit  as  early  as  possible  proposals  for  carrying  out  the  necessary 
works.  As  no'  additional  revenue  will  accrue  from  the  works  to  be  under¬ 
taken,  it  has  been  decided  to  allocate  the  expenditure  to  Revenue  Account 
and  to'  spread  it  over  two  years.  A  provision  of  £10,000  has  been  made  m 
the  Accounts  to  31st  March,  1925.  Your  Committee  have  submitted  their 
proposals  as  to  how  the  expenditure  will  be  met  to  the  Finance  Committee 
who  are  reporting  to  the  City  Council.  Authority  has  also  been  given 
for  expenditure  not  exceeding  £3,000  for  such  extensions  of  mains  and 
connections  as  are  necessary  to  maintain  the  supply  to  the  district  served 
by  the  Reservoir  whilst  the  before-mentioned  work  is  in  progress. 

TRANSFERS  OF  LAND. 

The  following  transfers  of  land  have  been  agreed  to  in  connection 
with  schemes  of  road  widening  or  re-construction  : — 

Public  Works  and  Tramways  Departments. — About  1,230  square 
yards  of  land  forming  part  of  Longbridge  Pumping  Station. 

Public  Works  and  Town  Planning  Department. — About  165  square 
yards  of  land  forming  part  of  Aston  Pumping  Station. 

Perry  Barr  U.D.C. — About  88  square  yards  of  land  forming  part  of 
King’s  Vale  Pumping  Station. 

UNEMPLOYMENT  RELIEF  WORKS. 

Your  Committee  are  still  carrying  out  under  Unemployment  Relief 
Schemes  alterations  to  and  renewals  of  mains  in  conjunction  with  Road 
Reconstruction  Schemes  undertaken  by  the  Public  Works  Department. 
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I  his  involves  considerable  expenditure  which  might  have  been  postponed 
as  far  as  the  Water  Department  are  concerned  for  some  time  but  must 
necessarily  be  accelerated  in  order  to-  save  alterations  after  the  Public 
Works  and  Town  Planning  Committee  have  completed  their  work. 

PARTLEY  RESERVOIR. 

The  contract  for  the  construction  of  the  Bartley  Reservoir  referred  to 
in  your  Committee’s  report  of  3rd  February,  1925,  has  been  placed  with 
Messrs.  Edmund  Nuttall,  Sons  &  Co.,  Ltd.,  Trafford  Park,  Manchester, 
at  the  sum  of  £399,798  5s.  8d. 

The  contractors  are  making  preparations  for  an  early  commencement 
of  the  works,  which  are  to  be  completed  within  four  years. 

AUGMENTATION  OF  ELAN  SUPPLY. 

In  view  of  the  increasing  consumption  of  water  indicated  in  an  earlier 
section  of  your  Committee’s  report,  it  has  been  decided  to  proceed  with  the 
'laying  of  another  section  of  third  main  on  the  Elan  Aqueduct. 

Your  Committee  are  advised  that  by  the  laying  of  a  length  of  about 
2,700  lineal  yards  of  GOin.  diameter  third  main  from  the  Birches  Sluice 
Valve  Chamber  to  the  outlet  of  the  Severn  Syphon  an  additional  daily 
supply  of  one  million  gallons  will  be  made  available  for  distribution. 

The  main  will  be  laid  in  steel  tubes  centrifugally  lined  with  concrete, 
a  method  which  has  proved  to  be  quite  suitable,  as  evidenced  by  the 
results  obtained  from  the  laying  of  about  900  yards  of  similar  main  which 
formed  the  subject  of  a  report  to  the  Council  on  30th  May,  1922. 

The  estimated  cost  of  the  work  is  £50,000,  and  forms  part  of  the  sum 
of  £500,000  authorised  by  the  Council  on  8th  April,  1919. 

Your  Committee  have  been  in  communication  with  the  Finance  Com¬ 
mittee  on  the  matter,  who*  are  prepared  to-  provide  the  capital  when 
required.  The  necessary  application  for  borrowing  powers  has  been  made 
to  the  Ministry  of  Health. 

It  is  hoped-  that  the  additional  supply  will  be  available  before  the 
summer  of  192G. 

TRANSFER  OF  CHIEF  ENGINEER’S  HEAD  OFFICE  FROM  LUDLOW  TO  BIRMINGHAM. 

Your  Committee,  after  much  consideration,  have  formed  the  opinion 
that  the  time  has  arrived  when  in  the  best  interests  of  the  Water  Under¬ 
taking  their  headquarters  should  be  centralised  in  one  building  in 
Birmingham  and  that  the  Chief  Officers  and  their  administrative  staffs 
should  be  housed  there. 

Arrangements  have  accordingly  been  made  for  the  transference  of 
the  Chief  Engineer’s  Head  Office  from  Ludlow  to  the  Council  House. 
Some  of  the  rooms  in  the  Water  Department  Offices  which  are  to  be 
released  by  the  Bank  Committee  consequent  on  their  entering  into  their 
new  premises  are  available. 
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ELAN  ESTATE 

Mr.  John  Jones,  who  has  been  the  Corporation  Elan  Estate  Agent  for 
over  25  years,  retired  on  30th  April,  1925,  under  the  provisions  of  the 
Birmingham  Superannuation  Scheme.  Your  Committee  have  placed  on 
record  their  high  appreciation  of  the  duties  faithfully  carried  out  by  Mr. 
Jones  in  the  management  of  the  Corporation  Estate  and  of  the  very  cordial 
relations  which  have  existed  throughout  between  Mr.  Jones  and  the 
Corporation  tenants. 

The  responsibility  of  the  management  of  the  Estate  has  now  been 
merged  in  the  duties  of  the  Secretary,  on  whose  staff  Mr.  Richard  Ashton 
has  been  appointed  as  a  part  time  officer  to'  act  as  the  Estate  Agent  in  the 
Elan  Valley.  He  has  for  a  number  of  years  acted  as  assistant  to  Mr. 
Jones,  and  is  therefore  fully  conversant  with  the  duties. 


RAINFALL. 

The  rainfall  at  Whitacre,  Birmingham,  and  in  the  Elan  Valley,  from 
1892  to  1924,  is  set  out  in  the  following  table: — 


Year. 

Whitacre. 

1 

Birmingham. 

Calculated  Average 
Rainfall  in  the 
Elan  Valley. 

Inches. 

Inches. 

Inches. 

1892 

No  record. 

No  record. 

55-8 

1893 

ditto 

ditto 

62*5 

1894 

23-9 

(Witton)  25-7 

75-9 

1895 

23-1 

26*5 

58'4 

1896 

22-9 

21*4 

64-4 

1897 

27-1 

27*4 

67-2 

1898 

21-6 

21-6 

61*2 

1899 

24-3 

25-3 

66-0 

1900 

33-0 

29-3 

65*6 

1901 

24-4 

22-6 

59-2 

1902 

25-8 

'  „  24-6 

54-3 

1903 

33-3 

29-9 

90-1 

1904 

23-6 

20-1 

53*9 

1905 

21-6 

19-7 

56*5 

1906 

25-0 

24-5 

70*5 

1907 

29-0 

28-0 

64*4 

1908 

25-4 

28-3 

60*9 

1909 

28-2 

27-8 

63-8 

1910 

30-6 

30-1 

82-3 

1911 

-  19-3 

19-0 

64*4 

1912 

33-4 

(Erdington)  32-8 

78-2 

1913 

25-7 

24-8 

72-0 

1914 

25-5 

26-0 

75-6 

1915 

28-5 

27-1 

68-7 

1916 

26-7 

26-5 

73-6 

1917 

24-3 

24-8 

64-8 

1918 

21-2 

24-2 

78-4 

1919 

27-4 

27-0 

67-2 

1920 

27-3 

28-7 

76*6 

1921 

17-1 

18-0 

59*2 

1922 

28-3 

30-1 

67-7 

1923 

29-0 

27-4 

90*7 

1924 

29  0 

I  „  30-7 

79-9 

With  regard  to  the  Elan  Valley,  it  will  be  seen  that -in  the  period 
covered  by  the  above  no  two  successive  years  with  rainfall  so  much  in 
excess  of  the  average  as  the  years  1923  and  1924  have  been  experienced. 


SHUSTOKE  FISHERY. 

% 

I  he  number  of  trout  returned  as  taken  by  the  members  of  this  sub¬ 
scription  fishery  during  the  past  season  was  734,  of  a  total  weight  of 
P»821bs.  The  largest  fish  taken  was  41bs.  4ozs. 

With  a  view  to  the  improvement  of  the  facilities  for  fishing,  your 
Committee  have  again  permitted  netting  operations  during  the  winter 
months  for  the  removal  of  the  coarse  fish.  The  netting  was  carried  out  by 
arrangement  with  the  Birmingham  and  District  United  Anglers’  Associa¬ 
tion.  It  is  estimated  that  about  45,000  coarse  fish  were  taken,  which  have 
been  divided  over  the  waters  controlled  by  the  Anglers’  Association,  the 
Parks  Department,  and  the  Plant’s  Brook  Reservoir  of  this  Department. 

The  Lower  Reservoir  has  been  restocked  with  2,000  two-year-old 
trout. 

ELAN  VALLEY  FISHERY. 

The  total  number  of  trout  returned  as  taken  during  the  past  season 
was  3,813,  weighing  l,3611bs.  The  best  fish  of  the  season  weighed  51bs. 
Gozs.,  and  was  caught  in  Craig  Goch  Reservoir.  This  is  the  largest  fish 
that  has  st>  far  been  returned  as  caught  in  the  Corporation  waters  in  the 
Plan  Valley. 
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A.— STATEMENT  OF  AUTHORISED  CAPITAL 
On  the  31st  March,  1925. 


1 

2 

3 

4 

Total  Amounts 

Borrowed  and 

Remaining  to  be 

Total  Amount 

Description. 

Liability  on 

Borrowed . 

Authorised 

Annuities  at 

31st  Mar. 

1925. 

Under  Birmingham  (Cor- 

£ 

s. 

d. 

poration)  Water  Acts, 
1875  and  1879. 

Annuities  (Capitalised  at  25 
years’  purchase) 
Birmingham  Corporation 

948,328 

17 

1 

3|%  Stock 

385,818 

3 

10 

Ditto  ditto  3  %  Stock 

167,412 

14 

9 

Total  amount  outstanding 
Annuities  purchased,  Stock 

1,501,559 

15 

8 

cancelled  or  transferred, 

and  Mortgages  repaid 
from  Sinking  Fund 

596,300 

O 

O 

0 

£2,097,859 

18 

8 

£2,097,859 

18 

8 

Under  Birmingham  (Cor- 

poration)  Water  Acts, 
1892,  Etc. 

Birmingham  Corporation 

£ 

s. 

d. 

6  %  Stock 

491,701 

2 

4 

Ditto  ditto  5£%  Stock 

63,767 

16 

9 

Ditto  ditto  3|%  Stock 

51,553 

17 

9 

Ditto  ditto  3  %  Stock 

358,619 

14 

7 

Ditto  ditto  3  %  (1902) 

905,953 

11 

2 

Ditto  ditto  2^%  Stock 

1,132,025 

11 

7 

Mortgages  ... 

2,805,015 

6 

8 

Total  amount  outstanding 
Stock  cancelled  or  trans- 

5,808,637 

0 

10 

f erred,  and  Mortgages 

repaid  from  Sinking 

Fund 

622,031 

19 

2 

£6,430,669 

0 

0 

£169,331  0  0 

£6,600,000 

0 

0 

Under  the  Birmingham 

(Water  &  Gas)  Order, 

1914. 

Birmingham  Corporation 

6%  Stock 

220,528 

19 

3 

Mortgages  ... 

50,724 

13 

6 

Total  amount  outstanding 
Stock  cancelled  or  trans- 

271,253 

12 

9 

ferred  and  Mortgages 
repaid  from  Sinking 

Fund 

26,746 

7 

3 

£298,000 

0 

0 

£298,000 

0 

0 

Under  Birmingham  Cor- 

75,000 

0 

0 

£423,632  0  0 

£498,632 

0 

0 

poration  Act,  1922. 
Mortgages  ... 

_ 

- ' 

Dr.  B.— CAPITAL  ACCOUNT  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March, 
1924. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March, 
1925. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1924  ...  . 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet  ... 

.  •  . 

£2,097,859  18  8 

- - - 

(CORPORATION)  WATER  ACTS,  1875  AND  1879. 

31st  March,  1925. 


Capital  at 

31st  March, 
1924. 

Additions  +  or 
Reductions — 
during  the 
Year. 

Capital  at 

31st  March, 
1925. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities 

901,195  4  2 

—  12,866  7  1 

948,328  17  1 

2  ,,  Birmingham  Corporation 

3£%  Stock 

389,045  13  0 

—  3,827  9  8 

385,818  3  10 

3  ,,  Birmingham  Corporation 

3%  Stock  ... 

168,804  9  3 

—  1,391  14  6 

107,412  14  9 

4  ,,  Birmingham  Corporation 

2|%  Stock 

9,492  19  9 

—  9,492  19  9 

—  —  — 

Total  amount  outstanding 

1,501,559  15  8 

5  ,,  Annuities  purchased,  Stock 

cancelled  or  transferred, 

and  Mortgages  repaid 

from  Sinking  Fund 

4 

568,721  12  0 

+  27,578  11  0 

596,300  3  0 

Total  carried  to  Balance  Sheet 

•  •  • 

£2,097,859  18  8 
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H)r.  G  —  CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1924. 

Expenditure 
during  the 
Yea.r. 

Total  to 

31st  March, 
1925. 

1  To  Expenditure  on  Elan  Supply 

£  s.  d. 

£  s.  d. 

£  s. 

d. 

to  31st  March,  1924  ... 

5,859,396  16  9 

T otal  carried  to  Balance  Sheet 

5,859,396  16 

9 

2  ,,  Amount  transferred  to  Profit 

and  Loss  Account  under  Sec. 

22  of  the  Birmingham  Cor- 

poration  Water  Act,  1902  ... 

191,729  5  9 

Total  carried  to  Balance  Sheet 

191,729  5 

9 

3  ,,  Expenditure  on  Local  Works 

to  31st  March,  1924  ... 

408,633  2  2 

4  ,,  Expenditure  since  that  date 

11,454  10  0 

Less  Depreciation,  etc. 

786  10  5 

10,667  19  7 

Total  carried  to  Balance  Sheet 

419,301  1 

9 

£6,470,427  4 

3 

H)t\  D.— CAPITAL  ACCOUNT  No.  3,  UNDER  BIRMINGHAM 

For  the  Year  ended 


1  To  Expenditure  on  Elan  Supply 

£  s.  d. 

£  s.  d.  £  s.  d. 

to  31st  March,  1924  ... 

251,292  5  10 

2  ,,  Expenditure  since  that  date 

6,558  9  5 

Total  carried  to  Balance  Sheet 

257,850  15  3 

3  ,,  Balance  of  Capital  Account 

40,149  4  9 

£298,000  0  0 

Hh\  E.— CAPITAL  ACCOUNT  No.  4,  UNDER  BIRMINGHAM 

For  the  Year  Ended 


1  To  Expenditure  on  Bartley 

£  s.  d. 

£  s.  d. 

£  s.  d. 

Reservoir  to  31st  March,  1924 

26,046  18  5 

2  ,,  Expenditure  since  that  date 

42,588  8  9 

Total  carried  to  Balance  Sheet 

68,635  7  2 

3  ,,  Balance  of  Capital  Account 

6,364  12  10  i 

£75,000  0  0 

i 
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(CORPORATION)  WATER  ACTS,  1892,  &c.  Gu. 

31st  March,  1925. 


Capital  at 
31st  March, 
1924. 

Additions  +  or 
Reductions — 
during  the 
Year  . 

Capital  at 
3 1st  March, 
1925. 

1 

By  Birmingham  Corporation 

£ 

s. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

6  %  Stock 

497,920 

8 

6 

—  6,219 

6 

2 

491,701 

2 

4 

2 

> ) 

Ditto  5J%  Stock 

64,190 

15 

2 

—  422 

18 

5 

63,767 

16 

9 

3 

)  y 

Ditto  3^%  Stock 

52,654 

4 

0 

—  1,100 

6 

3 

51,553 

17 

9 

4 

y  > 

Ditto  3  %  Stock 

*  358,619 

14 

7 

358,619 

14 

7 

5 

>  y 

Ditto  (1902)  3  %  Stock 

*  905,953 

11 

2 

905,953 

11 

2 

6 

>  > 

Ditto  2^%  Stock 

*1,132,025 

11 

7 

1,132,025 

11 

7 

7 

f  y 

Mortgages 

2,846,492 

7 

4 

—  41,477 

0 

8 

2,805,015 

6 

8 

Total  Amount  Outstanding 

5,808,637 

0 

10 

8 

y  y 

Stock  cancelled  or  transferred 

and  Mortgages  repaid  from 

Sinking  Fund 

572,812 

7 

8 

+  49,219 

11 

6 

622,031 

19 

2 

6,430,669 

0 

0 

Deduct  Loans  in  excess  of 

Capital  Requirements  paid 

into  Sinking  Fund  ... 

1,777 

16 

10 

Total  carried  to  Balance  Sheet 

6,428,891 

3 

2 

9 

y  y 

Balance  of  Capital  Account 

41,536 

1 

1 

£6,470,427 

4 

3 

*^Aannal  instalments  paid  over  by  the  Water  Department  amounting  to  £147,503  4s.  9d.  are  temporarily 

invested  in  War  Stock  or  in  the  hands  of  the  Treasurer 


(WATER  AND  GAS)  ORDER,  1914.  Cr 

31st  March,  1925. 


1  By  Birmingham  Corporation 

£  s.  d. 

£  s.  d 

£  s.  d. 

6%  Stock 

227,860  5  9 

—  7,331  6  6 

220,528  19  3 

2  ,,  Mortgages 

52.690  19  11 

—  1,966  6  5 

50,724  13  6 

Total  amount  outstanding  . . . 

271,253  12  9 

3  ,,  Stock  cancelled  or  transferred 

and  Mortgages  repaid  from 

Sinking  Fund 

17,448  14  4 

-f  9,297  12  11 

26,746  7  3 

£298,000  0  0 

CORPORATION  ACT,  1922. 

Gi*. 

31st  March,  1925. 

f  * 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Mortgages 

+  75,000  0  0 

75,000  0  0 

Total  carried  to  Balance  Sheet 

•  •  • 

•  .  . 

£75,000  0  0 
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F.— REVENUE 

For  the  Year  ended 


Dr. 


1924 

Year  to 

31st  March,  1925. 

Maintenance  of  Works,  and 

£  s.  d.  £  s.  d. 

Distribution  of  Water. 

£ 

Old  Supply. 

9,629 

1  To  Pumping,  including 

Salaries,  Wages,  Coal  and 

Stores  at  Pumping  Stations 

10,597  11  0 

767 

2  ,,  Filtration  ... 

1,040  14  3 

5,312 

3  ,,  Maintenance  of  Engines 

and  Boilers 

5,200  16  7 

3,148 

4  ,,  Maintenance  of  Reservoirs, 

Pumping  Stations,  &c. 

8,261  8  4 

18,856  - 

25,100  10  2 

Elan  Supply. 

5,488 

5  ,,  Filtration  and  Hardening, 

Elan  Valley 

5,428  0  6 

5,611 

6  ,,  General  Maintenance  and 

Supervision  of  Elan  Valley 

Works  . 

5,982  4  1 

199 

7  ,,  Administration  of  Elan 

Village 

502  0  3 

8,532 

8  ,,  Maintenance  and  Super- 

vision  of  Aqueduct 

9,714  5  2 

11,142 

9  ,,  Pumping  at  Frankley, 

Edgbaston  and  Selly  Oak... 

11,176  17  3 

1,521 

10  ,,  Maintenance  of  Engines, 

Frankley,  Edgbaston  and 

Selly  Oak  ... 

1,466  18  11 

2,105 

11  ,,  Filtration,  Frankley 

2,831  0  6 

416 

12  ,,  Maintenance  of  Filters, 

Frankley 

362  3  6 

3,503 

13  ,,  Maintenance  of  Works, 

Frankley 

2,048  16  6 

3,420 

14  ,,  General  Working  Expenses 

and  Wages,  Frankley 

3,511  10  7 

41,937 

43,023  17  3 

£60,793 

Carried  forward 

£68,124  7  5 

L3 


ACCOUNT.  (Il\ 

31st  March,  1925. 


Year  to 

31st  March,  1925. 

1924 

£  s.  d. 

£  s.  d. 

£ 

1  By  Water  Rates  and  Charges  .  683,174  11  1 

661,984 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk  ...  14,472  12  4 

697,647  3  5 

13,139 

3  ,,  Net  Rents  of  Lands  (Old  Works  and  Elan 

Aqueduct)  ... 

2,838  8  4 

3,254 

4  ,,  Net  Rents  of  Lands  (Elan  Watershed) 

419  3  5 

525 

5  ,,  Net  Receipts  on  Fishing 

-  - 

55 

6  ,,  Transfer  Fees  ... 

12  0  0 

10 

7  ,,  Superannuation  Scheme,  1909 

Members’  Contributions 

1,444  13  7 

1,362 

8  ,,  Profit  on  Hydraulic  Power  Supplies 

450  1  3 

335 

9  ,,  Profit  (gross)  on  Testing  Fittings  and  Laying 

and  Maintenance  of  Services 

* 

2,646  5  1 

1,660 

Carried  forward 


£705,457  15  1 


£632,324 
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F.— REVENUE 

For  the  Year  ended 


2)1*. 


1924 

Year  to 

31st  March,  1925. 

£ 

£ 

s. 

d. 

£ 

s. 

d. 

60,793 

Brought  forward 

•  •  • 

68,124 

7 

5 

Maintenance  of  Works,  and 
Distribution  of  Water — 
continued. 

General. 

38,603 

15 

To 

Maintenance  and  Renewal 
of  Mains  and  Meters 

41,650 

6 

5 

3,875 

16 

y  f 

Salaries 

4,462 

19 

0 

3,321 

17 

y  y 

Waste  Inspection  ... 

3,580 

8 

4 

1,829 

18 

y  y 

Superannuation  Scheme, 

1909  : — 

Superannuation 

Allowances  ...2,011  12  7 

354 

19 

y  y 

Pensions  to 

Officers  and 

Servants  ...  387  4  5 

199 

20 

y  y 

Optional 

Allowances  . . .  205  16  0 

2,604 

410 

13 

9 

0 

7 

368 

21 

y  y 

Workmen’s  Compensation  . 

115,301 

22 

y  y 

Rates  and  Taxes  ... 

122,306 

12 

1 

399 

23 

y  y 

Rents,  Tithes,  Easements 
and  Wayleaves  ... 

365 

6 

10 

415 

24 

y  y 

Chemical  and  Bacterial 
Examination  of  Water  ... 

423 

1 

9 

12,072 

25 

y  y 

General  Working  Expenses 
and  Wages 

13,068 

7 

9 

588 

26 

y  y 

National  Insurance  Act, 
Health 

615 

10 

0 

1,270 

27 

y  y 

National  Insurance  Act, 
Unemployment  ... 

1,324 

8 

8 

•  •  • 

178,594  - 

28 

y  y 

Payments  to  other  Water 
Authorities 

20 

1 

7 

190,832 

5 

0 

£239,387 

Carried  forward 

•  • 

• 

£258,956 

12 

5 

15 


ACCOUNT — continued. 
31st  March,  1925. 


thought  forward 


Carried  forward 

_ 


Year  to 

31st  March,  1925. 


£  s.  d. 
705,457  15  1 


£705,457  15  1 


1924 

£ 

682,324 


£682,324 


CLv- 


1 
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7?)r  F.— REVENUE 

For  the  Year  ended 


Year  to 

1924 

31st  March,  1925. 

£ 

£  s.  d. 

£  s.  d. 

239,387 

Brought  forward 

... 

258,956  12  5 

Management. 

26,181 

29  To  Office  Salaries 

27.374  17  9 

940 

30  ,,  Meter  State  Taking 

980  15  0 

Superannuation  Scheme, 

1909 

2,255 

31  ,,  Superannuation 

Allowances  2,438  19  5 

167 

32  ,,  Contributions 

returned  on 

decease  or  re- 

tirement  of 

Members  ...  14  8  0 

2,453  7  5 

5,385 

33  ,,  Office  and  Incidental 

Expenses 

5,599  2  9 

4  905 

34  ,,  Bank  Commission  and 

Share  of  Loans  Fund 

Management  Expenses  ... 

5,070  10  9 

1,524 

35  ,,  Abatements 

1,612  9  9 

459 

36  ,,  Bad  Debts  ... 

556  8  6 

210 

37  ,,  Law& Professional  Charges 

288  16  6 

42,026 

43,936  8  5 

^Miscellaneous. 

2,000 

38  ,,  Offices  at  Council  House, 

Payment  to  Gas 

Department 

... 

2,000  0  0  | 

269 

39  ,,  Redemption  of  Tithes  ... 

... 

98  11  0 

47,239 

40  ,,  Provision  for  New  Trunk  Mains  and  Main 

Extensions  ... 

•••  •••  ••• 

—  —  — 

6,332 

41  ,,  Extensions  of  Mains 

...  ...  ... 

23,270  18  11 

4,321 

42  ,,  Improvement  of  Supply, 

Coleshill  and 

Marston  Green 

...  a  a  a  a*. 

_  -  — 

22,288 

43  ,,  Improvement  of  Supply,  Northfield  Zone  ... 

_  —  — 

44  ,,  Loss  on  Fishing 

...  .  •  •  •  •  • 

33  4  8 

45  Provision  for  Alteration  and  Repairs  to 

Erdington  Reservoir 

10,000  0  0 

363,862 

338,295  15  5 

318,462 

,,  Balance  carried  to  Profit  and  Loss  Account — G 

367,161  19  8 

£682,324 

£705,457  15  1 
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ACCOUNT — continued 

31st  March,  1925. 

Cl*. 

Year  to 

1924 

31st  March,  1925. 

£ 

£  s.  d. 

Brought  forward  ...  705,457  15  1 

682,324 

I 


] 

t705,457  15  1 

£682,324 

IX 


G.— PROFIT  AND 

For  the  Year  ended 


2>i\ 


I 


1924 

Year  to 

31st  March,  1925. 

£ 

£  s.  d. 

J  To  Balance  brought  from  last  Account 

8,396  9  10 

38,690 

2  ,,  Annuities  ... 

... 

38,137  6  6 

19,370 

3  ,,  Interest  under  Acts  1875 

AND  1879 

On  Birmingham  Corporation  Stock  (including 

share  of  costs  of  issue)  ... 

•••  •••  ••• 

19,228  12  4 

£  s.  d. 

4  ,,  Interest  under  Acts 

1892,  etc. 

134,840 

On  Mortgages 

130,927  2  3 

120,040 

On  Birmingham  Corporation 

Stock  (including  share  of 

costs  of  issue) 

118,030  10  5 

_ 

248,963  12  8 

254,880 

5  ,,  Redemption  of  Debt. 

16,669 

Sinking  Fund  for  Extinction 

of  Annuities 

17,127  13  0 

Payments  to  Corporation 

Loans  Fund  for  Redemption 

of  Stock. 

13,156 

6%  Stock . 

13,550  12  8 

411 

5i%  Stock  ... 

422  18  5 

3,938 

34%  Stock  ... 

4,085  18  11 

20,629 

3%  Stock  ... 

21,259  13  4 

19,620 

-£%  Stock . 

20,110  18  1 

74,423 

76,557  14  5 

Sinking  Fund  for 

42,178 

Redemption  of  Mortgages 

43,443  7  1 

120,001  1  6 

lift  601 

£429,541 

£434,727  2  10 
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LOSS  ACCOUNT. 


Gr. 


31st  March,  1925. 


Year  to 

31st  March,  1925. 


s.  d. 


1  By  Balance  brought  from  last  account 


2  ,,  Balance  of  Revenue  Account  (F) 


367,161  19  8 


3  ,,  Contributions  from  Borough  Fund  and  Rate 

Account  ...  ...  ...  ...  •••  65,000  0  0 


4  ,,  Bank  Interest,  etc. 


5  ,,  Fire  Brigade  Committee — Interest  on  Capital 
Expenditure  on  Hydrants  ... 


•  •  •  •  •  • 


6  ,,  Balance  carried  to  Balance  Sheet 


944  1 1  2 


1,188  9  0 


43.2  3  0 


£434,727  2  10 


1924 

£ 

5,115 

318,462 

95,000 

2,567 


8,397 


£429,541 


► 


2>r.  H  —HYDRAULIC  POWER 

For  the  Year  ended 


Year  to 

1924 

3 1st  March,  1925. 

£ 

£  s.  d. 

97 

1  To  Ground  Rent 

96  15  0 

600 

2  ,,  Rates  on  Buildings 

600  0  0 

731 

3  ,,  Salaries  and  Wages  at  Station 

686  2  10 

368 

4  rip  c 

-*•  y  y  CI/O  •••  •••  •••  •••  •••  ••• 

320  l 9  3 

120 

5  ,,  Stores,  etc.  ... 

83  17  2 

530 

6  ,,  Water 

521  15  4 

335 

7  ,,  Balance  carried  to  Revenue  Account 

450  1  3 

£2,781 

£2,759  10  10 

. 

275 

8  ,,  Charges  on  Capital  Outlay,  viz.  : — 

Interest  on  £9,058  10s.  3d.,  balance  outstanding 

under  Acts  1892,  etc. 

271  15  0 

122 

9  Sinking  Fund  under  Acts  1892,  etc. 

125  8  0 

10  ,,  Balance,  being  profit  for  the  Year 

52  18  3 

£397 

£450  1  3 

2H-.  J.— SINKING  FUND  FOR 

For  the  Year  ended 

£  s.  d. 

]  To  Balance  brought  from  last  account  ...  ...  ...  ...  25,146  18  1 

2  Purchase  of  £514  13s.  Id.  Annuities  (capitalised  at 25  years' 
purchase),  as  per  Capital  Account  (B)  £12,866  7  1 

10,894  8  2 


Less  Discounts  on  Annuities  pur¬ 
chased  . 


1,971  18  11 
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SUPPLY  ACCOUNT, 

31st  March,  1925. 

Cr. 

| 

Year  to 

31st  March,  1925. 

1924 

£  s.  d. 

£ 

1  By  Charges  for  Power 

• 

2,759  10  10 

2,781 

£2,759  10  10 

£2,781 

2  ,,  Balance  brought  forward  ... 

450  1  3 

335 

3  ,,  Balance,  being  loss  for  the  Year  .. 

62 

. 

£450  1  3 

_ 

£397 

ANNUITIES  ACCOUNT.  tfr. 

31st  March,  1925. 


£  s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (G) 

17,127  13  0 

2  ,,  Sale  of  Land  at  Longbridge 

150  0  0 

3  ,,  Balance  to  be  carried  to  next  account 

18,763  13  3 

£36,041  6  3 
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2)1  K.— BALANCE  SHEET, 


£ 

s. 

d. 

1  To  Capital  Account  No.  1,  as  per  Account  “  B  ” 

... 

2,097,859 

18 

8 

2  ,,  Capital  Account  No.  2,  as  per  Account  “  C  ” 

•  •  • 

6,428,891 

3 

2 

3  ,,  Capital  Account  No.  3,  as  per  Account  “  D  ” 

... 

298,000 

0 

0 

4  ,,  Capital  Account  No.  4,  as  per  Account  “  E  " 

... 

75,000 

0 

0 

5  ,,  Redemption  Fund 

•  •  •  •  •  • 

... 

147,503 

4 

9 

6  ,,  Reserve  in  respect  of  Forged  Transfers  Act,  1891 

1,500 

0 

0 

£ 

s. 

d. 

7  ,,  Annuities  accrued  to  date 

9,483 

5 

9 

8  ,  Interest  accrued  to  date  ... 

66,962 

4 

1 

9  ,  Trade  Creditors  : —  £  s.  d. 

On  Capital  Account  ...  419  3  4 

On  Revenue  Account  280,575  14  1 

280,994 

17 

5 

357,440 

7 

3 

10  Treasurer  or  the  City  : — 

On  Sinking  Fund  Account... 

18,763 

13 

3 

On  Revenue  Account 

27,747 

11 

8 

46,511 

4 

11 

£9,452,705 

18 

9 

J.  H.  BROADLEY, 

Secretary. 


15 th  May,  1925 
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31st  March,  1925. 


Gi\ 


£ 

s. 

d. 

1  2,097,859 

18 

8 

5,859,396 

16 

9 

191,729 

5 

9 

419,301 

1 

9 

257,850 

15 

3 

68,635 

7 

2 

147,503 

4 

9 

18,763 

13 

o 

6 

324,934 

3 

n 

60,902 

8 

8 

432 

3 

0 

5,396 

19 

10 

£9,452,705 

18  9 

1  By  Capital  Account  No.  1,  as  per  Account  “  B  ” 


2 

3 

4 

5 


7 

8 

9 

10 

11 

12 


Capital  Account  No.  2,  as  per  Account  “  C  ”  : — 

On  Elan  Supply  ... 

On  Capitalisation  under  Section  22,  Act  1902 
On  Local  Works  ... 

Capital  Account  No.  3,  as  per  Account  “  D  ” 

On  Works  under  the  Birmingham  (Water  and  Gas) 
Order,  1914 

Capital  Account  No.  4,  as  per  Account  “  E  ”  - 

On  Works  under  Birmingham  Corporation  Art,  1922... 

Birmingham  Corporation  Loans  Fund — Portion  of  Fund 
invested  applicable  to  Redemption  of  Stock  ... 

Sinking  Fund  as  per  Account  “  I  ”  : — 

Balance  at  Debit  thereof 

Debtors  for  Water  Rates,  Services,  etc. 

Stock  of  Iron  Pipes,  Plant,  Coal  and  General  Stores 

-Balance 


<  <  ^  >  i 

J 


Profit  and  Loss  Account  as  per  Account  “  G 
at  debit  thereof 

Treasurer  of  the  City  : — 

On  Capital  Account 


Examined  and  found  correct, 

HOWARD  SMITH,  THOMPSON  &  CO., 


Auditors 
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L.— COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1923 

1924 

Totals  for 
1924 

DOMESTIC  and  QUASI  DOMESTIC  SUPPLIES. 

£ 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates 

176,790 

177,658 

Domestic — At  Occupiers’  Rates  . 

191,980 

195,923 

Baths 

14,534 

15,243 

Hose  Pipe  and  Garden  Taps 

2,428 

2,656 

*  Public-houses 

10,724 

10,428 

Totals  from  Domestic  Supplies 

396,456 

401,908 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

7,267 

7,457 

Private  Fire  Appliances 

2,858 

2,882 

Lock-up  Shops,  Offices,  and  Warehouses 

29,652 

30,171 

Churches,  Chapels,  and  Schools 

1,255 

1,275 

Unmeasured  Supplies  for  Building  Purposes  ... 

1,490 

2,211 

Miscellaneous 

1,834 

2,191 

Totals  from  Unmeasured  Trade  and  Mis¬ 
cellaneous  Supplies 

44,356 

46,187 

MEASURED  SUPPLIES. 

Trade  Supplies 

182,430 

196,178 

Railways,  Street  and  Road  Watering,  etc. 

15,670 

17,711 

Totals  from  Measured  Supplies 

198,100 

213,889 

Total  of  Detailed  Supplies  ... 

638,912 

661,984 

SUPPLIES  IN  BULK  . 

14,730 

13,139 

TOTAL  RENTAL  . 

£653,642 

£675,123 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1924  and  1925.; 


1925 

Totals  for  1925. 

Difference. 

Percentage. 
Increase  + 
Decrease — 

Increase. 

Decrease. 

£ 

£ 

£ 

£ 

179,294 

1,636 

•92  + 

202,219 

6,296 

3-21  + 

16,364 

1,121 

7-35  + 

2,819 

163 

6-14  + 

10,114 

314 

301  — 

410,810 

8,902 

2-21  + 

b 

8,606 

1,149 

15-41  + 

2,978 

96 

3-33  + 

30,890 

719 

2-38  + 

1,283 

8 

•63  + 

2,646 

435 

19-67  + 

1,204 

987 

45-05— 

47,607 

1,420 

3-07  + 

204,980 

8,802 

4-49  + 

19,778 

2,067 

11-67  + 

224,758 

10,869 

5-08  + 

683,175 

21,191 

3-20  + 

14,472 

1,333 

10-15  + 

£697,647 

£22,524 

3-34  + 
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M.— ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


Total  average  consumption  per 
day 

1918 

29-420  m.g. 

1919 

29-063  m.g. 

1920 

28-975  m.g. 

Maximum  Day  : — 

Date 

11th  Jan.,  1918 

26th  July,  1918 

16th  Aug.,  1919 

Quantity 

39-406  m.g. 

36-852  m.g. 

35-541  m.g. 

Average  estimated  population  in 
supply 

911,616 

881,722 

921,861 

Average  gross  consumption  per 
head  per  day 

32-27  galls. 

32-96  galls 

31-43  galls. 

Average  consumption  per  head  per 
day  for  Measured  Trade  Supplies, 
and  for  Railways,  Street  anc. 
Road  Watering,  Markets,  etc.  ... 

9-53  galls 

9-19  galls 

8-34  galls. 

Estimated  average  consumption 
per  head  per  day  for  Un 
measured  Trade  Supplies 

3-20  galls. 

3-38  galls. 

3-47  galls. 

Net  estimated  consumption  per 
head  per  day  for  Domestic,  Fire, 
and  Waste 

19-54  galls. 

20-39  galls. 

!  9*62  galls. 
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SUMPTION  PER  HEAD  PER  DAY 
31st  MARCH. 


1921 

28-372  m.g. 

1922 

25-357  m.g. 

1923 

24-052  m.g. 

1924 

24-927  m.g. 

16th  Dec.,  1920 

34-433  m.g. 

19th  July,  1921 

32-902  m.g. 

31st  May,  1922 

32-347  m.g. 

12th  July,  1923 

32-694  m.g. 

922,422 

924,810 

933,340 

937,151 

30-76  galls. 

27-42  galls. 

25-77  galls. 

26-60  galls. 

8-34  galls. 

6-77  galls. 

6-80  galls 

7*63  galls. 

2*50  galls. 

2-1 1  galls. 

L-9!  galls. 

1-95  galls. 

19*92  galls. 

18-54  galls. 

17-06  galls. 

17-02  galls. 

1925 

25-514  m.g. 


15th  July,  1924 
32-226  m.g. 


950,900 


26-83  galls 


8-00  galls. 


1-96  galls. 


16-87  galls. 


STATEMENT  OF  DISTRIBUTION  OF  WATER. 
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Report  of  the  Finance  Committee 
on  THE 

Report  of  the  Water  Committee. 


1.  The  Finance  Committee  have  been  consulted  by  the  Water  Com¬ 
mittee  on  the  question  of  the  non-continuance  of  the  policy  of  interest 
capitalisation,  and  as  to>  the  manner  of  providing-  for  the  expenditure 
involved  in  covering  Erdington  Reservoir,  and  are  in  agreement  with 
their  proposals  herein. 

2.  The  sum  of  £50,000  required  for  the  laying  of  a  further  section 
of  Third  Main  at  the  Elan  Aqueduct  was  included  in  the  statement  of 
prospective  capital  expenditure  approved  by  the  Council  in  March  last. 
The  Finance  Committee  can  provide  this  capital  as  and  when  required  by 
the  Water  Committee. 


It  was  moved  by  Mr.  Alderman  Martineau,  seconded  bv  Mr. 
Councillor  Shurmer,  and 

Resolved — 

27,265.  That  the  report  of  the  Water  Committee  be  approved. 


- 


SHE  umm  Of  !Ht 
JUL  2  A  1925 


IJNIVP^TV  ;«P  r-: 


628*  | 

B  53 

1925/26 


CITY  OF  BIRMINGHAM. 


IReport 


**£  USftARY'OF  THE 

AUG  19  1928 


OF  THE 


'"fiyEssiry  or  Illinois 

WATER  COMMITTEE 


PRESENTED  AT  THE 


MEETING  OF  THE  COUNCIL  ON  TUESDAY, 
THE  6th  DAY  OF  JULY,  1926. 


ACCOUNTS. 

Your  Committee  submit  the  Accounts  and  Balance  Sheet  for  the  year 
ended  31st  March,  1926. 

The  income  from  water  rents  and  charges  (including  bulk  supplies) 
amounts  to  £719,214,  which  is  an  increase  over  that  of  last  year  of 
£21,567,  or  3  09  per  cent. 

The  increase  during  the  year  from  domestic  and  quasi-domestic  sup¬ 
plies  has  been  £11,983  and  from  miscellaneous  unmeasured  and  measured 
supplies  £10,078.  Supplies  in  bulk  show  a  decrease  of  £494. 

The  working  expenses  amount  to  £355,934,  being  £17,638  more 
than  those  of  the  previous  year.  Included  in  this  year’s  expenses  is  a 
further  amount  of  £11,000  towards  expenditure  which  is  being  incurred 
ir-  alterations  and  repairs  to  the  Erdington  Reservoir. 

The  balance  of  the  Revenue  Account  amounts  to  £371,193  against 
£367,162  last  year.  The  increase  is  due  to  the  before-mentioned  increase 
in  respect  of  water  rents  and  charges. 

£ 

The  charges  for  annuities  and  interest  shown  in  the 
Profit  and  Loss  Account  amount  to  £301,317, 
against  £304,197  a  year  ago,  a  decrease  of  ...  2,880 

The  charges  for  redemption  of  debt  amount  to*  £123,961 

against  £120,001,  an  increase  of  ...  ...  ...  3,960 

The  net  result  is  an  increase  in  Capital  Charges  com¬ 
pared  with  last  year  of  ...  ...  ...  ...  1,080 


£ 

The  year’s  working  shows  a  deficiency  of  ...  ...  54,085 

To  this  must  be  added  the  debit  balance  brought  for¬ 
ward  from  last  year  of  ...  ...  ...  ...  432 

Making  a  total  deficiency  of  ...  ...  ...  ...  54,517 

During  the  year  there  was  received  from  the  Borough 

Fund  and  Rate  Account  ...  ...  ...  ...  55,000 


Leaving  a  credit  balance  to  be  carried  forward  of  ...  483 


2 


\  '8-^d 


When  the  Estimates  for  1925-26  were  prepared  early  in  1925  it  was 
anticipated  that  there  would  be  a  debit  balance  of  £8,012  to*  carry  forward 
to  the  next  year. 

J 

The  causes  of  the  improvement  have  already  been  indicated.  The 
Estimates  necessarily  provided  for  the  contingency  of  a  dry  and  hot 
summer,  but  although  the  weather  showed  some  improvement  over  that 
of  the  previous  year  this  was  not  sufficient  to1  involve  pumping  from  the 
local  sources  to  the  full  extent  provided  for,  and  this  has  proved  advan¬ 
tageous  to  the  Department’s  finances. 

It  was  remarked  in  presenting  the  Accounts  last  year  that  they 
afforded  evidence  that  the  financial  position  of  the  Department  was  im¬ 
proving.  The  Accounts  for  this  year  indicate  that  the  improvement  is 
being  maintained. 

CONSUMPTION  OF  WATER. 

The  usual  returns  relative  to'  the  consumption  of  water  are  sub¬ 
mitted  with  the  Accounts.  The  average  daily  distribution  of  water 
within  the  area  of  supply  has  been  26  775  million  gallons,  against  25-514 
million  gallons  in  the  previous  year,  an  increase  of  4-94  per  cent. 

Of  the  quantity  of  water  distributed  in  the  area  of  supply,  1,347-031 
million  gallons  (13  82  of  the  whole)  were  derived  from  local  sources,  as 
against  754  236  million  gallons  (8T2  per  cent,  of  the  whole)  in  the  previous 
year. 


IMPROVEMENT  OF  SUPPLY. 

In  their  reports  of  3rd  February,  1925,  and  16th  June,  1925,  your 
Committee  referred  to  certain  works  for  the  improvement  of  the  supply 
in  portions  of  the  Corporation’s  water  area.  Since  those  reports  other 
works  have  been  carried  out  which  have  resulted  in  further  improve¬ 
ments,  and  the  subject  is  continually  engaging  the  attention  of  your 
Committee. 

ERDINGTON  RESERVOIR. 

The  work  of  covering  the  Erdington  Reservoir  referred  to  in  your 
Committee’s  Report  of  2nd  February,  1926,  is  well  in  hand,  and  is  pro¬ 
ceeding  satisfactorily. 

HAGLEY  ROAD  RESERVOIR. 

This  Reservoir,  which  was  constructed  in  1862  and  covered  in  1883, 
has  recently  shown  signs  of  subsidence  on  the  south  bank,  but  there  is 
no  evidence  of  any  danger  to  the  Reservoir,  and  your  Committee  are  pro¬ 
ceeding  with  the  strengthening  of  the  foundations  at  the  points  affected. 

TRANSFER  OF  LAND. 

About  336  square  yards  of  land  at  the  junction  of  Perry  Common 
Road  and  Bleak  Hill  Road,  forming  part  of  your  Committee’s  Short 
Heath  Pumping  Station,  have  been  transferred  to  the  Public  Works 
Department  in  connection  with  the  widening  and  reconstruction  of  Perry 
Common  Road. 

AUGMENTATION  OF  ELAN  SUPPLY. 

I  he  construction  of  the  section  of  60in.  diameter  Third  Main  on  the 
Elan  Aqueduct  from  Birches  Sluice  Valve  Chamber  to  the  outlet  of  the 
Severn  Siphon  referred  to  in  your  Committee’s  report  of  16th  June,  1925, 
is  proceeding  satisfactorily, 


boo 
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In  their  report  of  2nd  February,  1926,  your  Committee  referred  to 
the  increasing  demand  for  water,  and  stated  that,  as  a  consequence,  it 
had  been  decided  to*  proceed  with  the  laying  of  further  lengths  of  Third 
Main  on  certain  of  the  siphon  sections  of  the  Elan  Aqueduct  at  an  esti¬ 
mated  co'St  of  <£75,000,  with  a  view  to*  the  augmentation  of  the  Elan 
Supply  to  the  extent  of  one  million  gallons  per  day,  and  that  application 
would  be  made  to  the  Ministry  of  Health  for  the  necessary  borrowing 
powers. 

It  was  subsequently  found  that  a  saving  of  £2,000  on  the  original 
estimate  could  be  effected,  and  accordingly  application  was  made  to*  the 
Ministry  of  Health  for  sanction  to  borrow  the  sum  of  £73,000. 

The  sanction  of  the  Ministrv  of  Health  has  been  received,  and  your 
Committee  are  proceeding  to  advertise  for  tenders  for  the  pipes  and 
special  castings  required; 

The  excavation,  laying  and  jointing  the  pipes  and  refilling  of  the 
trench  will  be  carried  out  by  your  Committee  by  administration. 

AQUEDUCT  STRENGTHENING. 

The  strengthening  of  further  short  lengths  of  the  original  miains  on 
the  Elan  Aqueduct  has  been  undertaken. 

BARTLEY  RESERVOIR. 

The  actual  work  of  construction  of  the  Bartley  Reservoir  was  com¬ 
menced  by  the  contractors  on  11th  July,  1925,  and  has  since  proceeded 
without  intermission.  Satisfactory  progress  is  being  maintained. 

ELAN  VALLEY  FISHERY. 

The  total  number  of  trout  returned  as  being  taken  during  the  1925 
season  was  3,227,  weighing  1,139  lbs.  The  best  fish  of  the  season 
weighed  2  lbs.  10  ozs.,  and  was  caught  in  Caban  Coch  Reservoir. 

The  season  taken  as  a  whole  was  disappointing.  The  early  part  was 
very  cold  and  the  dry  weather  experienced  in  June  and  July  appreciably 
affected  the  results. 

SHUSTOKE  FISHERY. 

The  number  of  trout  returned  as  being  taken  by  members  of  this 
subscription  fishery  during  the  past  season  was  937,  of  a  total  weight  of 
835  lbs.  The  largest  fish  taken  was  5  lbs.  6  ozs.  The  results  of  the 
fishing  for  the  season  1925  show  marked  improvement  over  the  results  of 
recent  years,  and  is  undoubtedly  due  to*  the  measures  taken  by  your  Com¬ 
mittee  to*  improve  the  Fishery. 

Acting  on  their  experience  in  recent  years,  your  Committee  again 
permitted  netting  operations  during  the  winter  months  for  the  removal 
of  the  coarse  fish.  The  netting  was  carried  out  by  arrangement  with  the 
Birmingham  and  District  United  Anglers’  Association.  It  is  estimated 
that  about  30,000  coarse  fish  were  taken,  which  have  been  divided  over 
the  waters  controlled  by  the  Anglers’  Association  and  the  Plant’s  Brook 
Reservoir  of  the  Water  Department. 

The  Upper  and  Lower  Reservoirs  have  been  restocked  with  2,000 
two-year-old  trout. 


4 


descriptive  handbook  of  works. 

A  booklet  describing-  the  Elan  Supply  works  of  the  Water  Depart¬ 
ment  prepared  in  1908  by  Mr.  E.  Antony  Lees,  the  late  Secretary  of  the 
Department,  was  published  for  the  Corporation  and  placed  on  sale  to  the 
public.  It  is  now  out  of  print,  and  as  there  is  still  a  considerable  demand 
for  a  handbook  describing  the  works  of  the  Department,  your  Com¬ 
mittee  have  instructed  their  Chief  Officers  to  prepare  a  new  and  up  to  date 
illustrated  handbook,  which  they  also'  propose  to  place  on  sale  to  the 
public. 


RAINFALL. 

The  rainfall  at  Whitacre,  Birmingham,  and  in  the  Elan  Valley,  from 
!  S92  to  1925,  is  set  out  in  the  following  table  : — 


Year. 

Whitacre. 

Birmingham. 

Calculated  Average 
Rainfall  in  the 
Elan  Valley. 

Inches. 

Inches. 

Inches. 

1892 

No  record. 

No  record. 

55-8 

1893 

ditto 

ditto 

62*5 

1894 

23-9 

(Witton)  25-7 

75*9 

1895 

23-1 

26-5 

58-4 

1896 

22-9 

21-4 

64-4 

1897 

27-1 

27-4 

67*2 

1898 

21*6 

21-6 

61-2 

1899 

24-3 

25-3 

66-0 

1900 

33-0 

29-3 

65-6 

1901 

24-4 

22-6 

59*2 

1902 

25*8 

24-6 

54-3 

1903 

33-3 

29-9 

90-1 

1904 

23-6 

20-1 

53*9 

1905 

21-6 

19-7 

56-5 

1906 

25-0 

24-5 

70*5 

1907 

29-0 

28-0 

64-4 

1908 

25-4 

28-3 

60-9 

1909 

28-2 

27-8 

63-8 

1910 

30*6 

30-1 

82-3 

1911 

19-3 

19-0 

64*4 

1912 

33*4 

(Erdington)  32-8 

78-2 

1913 

25-7 

24-8 

72-0 

1914 

•25-5 

26-0 

75-6 

1915 

28-5 

27-1 

68-7 

1916 

26-7 

26-5 

73-6 

1917 

24-3 

24-8 

64-8 

1918 

21-2 

24-2 

78-4 

1919 

27-4 

27-0 

67-2 

1920 

27-3 

28-7 

76-6 

1921 

17-1 

18-0 

59*2 

1922 

28-3 

30-1 

67*7 

1923 

29-0 

27-4 

90-7 

1924 

2  90 

307 

799 

1925 

25  9 

276 

»  >  ' 

74-7 

With  regard  to  the  Elan  Valley,  it  will  be  seen  that  the  average 
rainfall  over  the  three  years  1923,  1924,  and  1925  constitutes  the  highest 
consecutive  three  years’  rainfall  since  1892. 


With  the  Secretary’s  Compliments. 


> 


City  of  Birmingham, 

Water  Department, 

Council  House, 

Birmingham, 
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A.— STATEMENT  OF  AUTHORISED  CAPITAL 
On  the  31st  March,  1926. 


1 

| 

2 

3 

4 

Total  Amounts 

Borrowed  and 

Remaining  to  be 

Total  Amount 

Description. 

Liability  on 

Borrowed . 

Authorised. 

Annuities  at 

31st  March,  1926. 

Under  Birmingham  (Cor- 

£ 

s. 

d. 

poration)  Water  Acts, 
1875  and  1879. 

Annuities  (Capitalised  at  25 
years’  purchase) 
Birmingham  Corporation 

924,931 

2 

11 

3|%  Stock 

381,832 

4 

2 

Ditto  ditto  3  %  Stock 

165,966 

10 

9 

Total  amount  outstanding 
Annuities  purchased,  Stock 

1,472,729 

17 

10 

cancelled  or  transferred, 
and  Mortgages  repaid 
from  Sinking  Fund 

625,130 

0 

10 

£2,097,859 

18 

8 

£2,097,859 

18 

8 

Under  Birmingham  (Cor- 

poration)  Water  Acts, 
1892,  Etc. 

Birmingham  Corporation 

£ 

s. 

d. 

6  %  Stock 

485,295 

4 

8 

Ditto  ditto  5£%  Stock 

63,332 

4 

7 

Ditto  ditto  3|%  Stock 

50,420 

11 

3 

Ditto  ditto  3  %  Stock 

344,037 

7 

2 

Ditto  ditto  3  %  (1902) 

834,712 

5 

9 

Ditto  ditto  2|%  Stock 

1,132,025 

11 

7 

Mortgages . 

2,762,293 

19 

8 

Total  amount  outstanding 
Stock  cancelled  or  trans- 

5,672,117 

4 

8 

ferred,  and  Mortgages 

repaid  from  Sinking 

Fund 

758,551 

15 

4 

£6,430,669 

0 

0 

£169,331  0  0 

£6,600,000 

0 

0 

Under  the  Birmingham 

(Water  &  Gas)  Order, 

1914. 

Birmingham  Corporation 

6%  Stock 

204,236 

3 

8 

Mortgages . 

48,699 

7 

4 

Total  amount  outstanding 
Stock  cancelled  or  trans- 

252,935 

11 

0 

ferred  and  Mortgages 
repaid  from  Sinking 

Fund 

45,064 

9 

0 

£298,000 

0 

0 

£123,000  0  0 

£421,000 

0 

0 

l  nder  Birmingham  Cor- 

poration  Act,  1922. 
Mortgages . 

74,540 

0 

7 

Total  amount  outstanding 
Mortgages  repaid  from  Sink- 

74,540 

0 

7 

ing  Fund . 

459 

19 

5 

£75,000 

0 

0 

£423,632  0  0 

£498,632 

0 

0 
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S)r.  B.— CAPITAL  ACCOUNf  No.  1,  UNDER  BIRMINGHAM 

For  the  Year  ended 


* 

Expenditure  to 
31st  March, 
1925. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March, 
1926. 

1  To  Expenditure  to  31st  March, 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1925  . 

2,097,859  18  8 

2,097,859  18  8 

Total  carried  to  Balance  Sheet  ... 

£2,097,859  18  8 

- - -  -  — 
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(CORPORATION)  WATER  ACTS,  1875  AND  1879.  dr. 

31st  March,  1926. 


• 

Capital  at 

31st  March, 
1925. 

Additions  +  or 
Reductions — 
during  the 
Year. 

Capital  at 

31st  March, 
1926. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Annuities 

948,328  17  1 

—23,397  14  2 

924,931  2  11 

2  ,,  Birmingham  Corporation 

3£%  Stock 

385,818  3  10 

—  3,985  19  8 

381,832  4  2 

3  ,,  Birmingham  Corporation 

3%  Stock  ... 

167,412  14  9 

—  1,446  4  0 

165,966  10  9 

Total  amount  outstanding 

- 

1,472,729  17  10 

4  ,,  Annuities  purchased,  Stock 

cancelled  or  transferred, 

and  Mortgages  repaid 

from  Sinking  Fund 

596,300  3  0 

-1-28,829  17  10 

625,139  0  10 

Total  carried,  to  Balance  Sheet 

.  .  . 

.  .  . 

£2,097,859  18  « 

* 
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S)l\  C— CAPITAL  ACCOUNT  No.  2,  UNDER  BIRMINGHAM 

For  the  Year  ended 


Expenditure  to 
31st  March,  1925. 

Expenditure 
during  the 
Year. 

Total  to 

31st  March, 
1926. 

1  To  Expenditure  on  Elan  Supply 

£  s.  d. 

£  s.  d. 

£  s.  d. 

to  31st  March,  1925  ... 

5,859,396  16  9 

2  ,,  Receipts  since  that  date 

—  53  5  3 

Total  carried  to  Balance  Sheet 

5,859,343  11  6 

3  ,,  Amount  transferred  to  Profit 

and  Loss  Account  under  Sec. 

22  of  the  Birmingham  Cor- 

poration  Water  Act,  1902 

191,729  5  9 

Total  carried  to  Balance  Sheet 

191,729  5  9 

4  ,,  Expenditure  on  Local  Works 

to  31st  March,  1925  ... 

419,301  1  9 

5  ,,  Expenditure  since  that  date 

26,581  16  0 

Less  Depreciation,  etc. 

834  2  6 

25,747  13  6 

Total  carried  to  Balance  Sheet 

445,048  15  3 

£6,496,121  12  6 

— 

SH-  D.— CAPITAL  ACCOUNT  No.  3,  UNDER 

BIRMINGHAM 

For  the  Year  ended 

1  To  Expenditure  on  Elan  Supply 

£  s  d. 

£  s.  d. 

£  s.  d. 

Extension  to  3 1st  March,  1925 

257,850  15  3 

2  ,,  Expenditure  since  that  date 

18,022  13  10 

Total  carried  to  Balance  Sheet 

275,873  9  1 

3  Balance  of  Capital  Account 

13,385  0  9 

- 

£289,258  9  10 

S>r.  E.— CAPITAL  ACCOUNT  No 

.  4,  UNDER  BIRMINGHAM 

• 

For  the  Year  Ended 

1  To  Expenditure  on  Bartley 

£  s.  d. 

£  s.  d. 

£  s.  d. 

Reservoir  to  31st  March,  1925 

68,635  7  2 

2  ,,  Expenditure  since  that  date 

42,019  16  11 

Total  carried  to  Balance  Sheet 

110,655  4  1 

• 

£110,655  4  1 
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(CORPORATION)  WATER  ACTS,  1892,  dec.  Gr. 

31st  March,  1926. 


Capital  at 

31st  March, 
1925. 

Additions  +  or 
Reductions — 
during  the 
year. 

Capital  at 

31st  March, 
1926. 

1 

By  Birmingham  Corporation 

£ 

s. 

d. 

£ 

s. 

d. 

£ 

s. 

d. 

6  %  Stock 

491,701 

2 

4 

—  6,405 

17 

8 

485,295 

4 

8 

2 

Ditto  5J%  Stock 

63,767 

16 

9 

—  435 

12 

2 

63,332 

4 

7 

3 

Ditto  3£%  Stock 

51,553 

17 

9 

—  1,133 

6 

6 

50,420 

11 

3 

4 

Ditto  3  %  Stock 

358,619 

14 

7 

—  14,582 

7 

5 

344,037 

7 

2 

5 

Ditto  (1902)  3  %  Stock 

905,953 

11 

2 

—  71,241 

5 

5 

834,712 

5 

9 

6 

Ditto  2£%  Stock 

*1,132,025 

11 

7 

— 

- 

- 

1,132,025 

11 

7 

7 

>  > 

Mortgages 

2,805,015 

6 

8 

—  42,721 

7 

0 

2,762,293 

19 

8 

Total  Amount  Outstanding 

5,672,117 

4 

8 

8 

Stock  cancelled  or  transferred 

and  Mortgages  repaid  from 

Sinking  Fund 

622,031 

19 

2 

+  136,519 

16 

2 

758,551 

15 

4 

6,430,669 

0 

0 

Deduct  Loans  in  excess  of 

Capital  Requirements  paid 

into  Sinking  Fund  ... 

1,777 

16 

10 

Total  carried  to  Balance  Sheet 

6.428,891 

3 

2 

9 

9  9 

Balance  of  Capital  Account 

67,230 

9 

4 

£6,496,121 

12 

6 

•  Annual  instalments  paid  over  by  the  Water  Department  amounting  to  £102,757  5s.  3d.  are  temporarily 

invested  in  War  Stock  or  in  the  hands  of  the  Treasurer 


(WATER  AND  GAS)  ORDER 
31st  March,  1926. 

1914. 

Or. 

1  By  Birmingham  Corporation 

6%  Stock 

2  ,,  Mortgages 

Total  amount  outstanding  ... 

3  ,,  Stock  cancelled  or  transferred 

and  Moftgages  repaid  from 
Sinking  Fund 

Deduct  Loans  in  excess  of 
Capital  Requirements  paid 
into  Sinking  Fund  ... 

Total  carried  to  Balance  Sheet 

£  s.  d. 

220,528  19  3 

50.724  13  6 

26,746  7  3 

£  s.  d. 

—  16,292  15  7 

—  2,025  6  2 

+  18,318  1  9 

£  s.  d. 

204,236  3  8 

48,699  7  4 

252,935  11  0 

45,064  9  0 

298,000  0  0 

8,741  10  2 

£289,258  9  10 

CORPORATION  ACT,  1922. 
31st  March,  1926. 

(it. 

£  s.  d. 

£  s.  d. 

£  s.  d. 

1  By  Mortgages 

75,000  0  0 

—  459  19  5 

74,540  0  7 

Total  amount  outstanding  ... 

74,540  0  7 

2  ,,  Mortgages  repaid  from  Sinking 

F und  •••  •••  •••  •  • « 

+  459  19  5 

459  19  5 

Total  carried  to  Balance  Sheet 

75,000  0  0 

3  ,,  Balance  of  Capital  Account 

35,655  4  1 

£110,655  4  1 

10 


2>r. 


F. — REVENUE 

For  the  Year  ended 


1925 

Year  to 

31st  March,  1926. 

Maintenance  of  Works,  and 

£  s.  d. 

£  s.  d. 

Distribution  of  Water. 

£ 

Old  Supply. 

10,598 

1  To  Pumping,  including 

Salaries,  Wages,  Coal  and 

Stores  at  Pumping  Stations 

13,510  18  0 

1,041 

2  ,,  Filtration  and  Treatment... 

1,088  14  8 

5,201 

3  ,,  Maintenance  of  Engines 

and  Boilers 

4,663  15  5 

8,261 

4  ,,  Maintenance  of  Reservoirs, 

Pumping  Stations,  &c. 

6,302  18  2 

25,101 

25,566  6  3 

Elan  Supply. 

5,428 

5  ,,  Filtration  and  Hardening, 

Elan  Valley 

7,104  18  4 

5,982 

0  ,,  General  Maintenance  and 

Supervision  of  Elan  Valley 

Works 

6,171  1  H 

502 

7  ,,  Administration  of  Elan 

Village 

228  19  0 

9,714 

8  ,,  Maintenance  and  Super- 

> 

vision  of  Aqueduct 

7,987  9  2 

11,177 

9  ,,  Pumping  at  Frankley, 

Edgbaston  and  Selly  Oak... 

9,485  1  7 

1  467 

10  ,,  Maintenance  of  Engines, 

Frankley,  Edgbaston  and 

Selly  Oak  ... 

2,175  9  0 

2,831 

11  ,,  Filtration,  Frankley 

3,136  1  7 

362 

12  ,,  Maintenance  of  Filters, 

Frankley 

73  14  10 

2,049 

13  ,,  Maintenance  of  Works 

Frankley 

3,169  16  4 

3,512 

14  ,,  General  Working  Expenses 

and  Wages,  Frankley 

3,660  9  9 

43,024 

43,193  1  6 

£68,125 

Carried  forward 

£68,759  7  9 

11 


ACCOUNT 

31st  March,  1926. 


Year  to 

31st  March,  1926. 


£  s.  d. 

£  s.  d. 

1  By  Water  Rates  and  Charges  .  706,235  13  3 

2  ,,  Ditto  ditto  ditto 

Supplies  in  bulk  ...  13,978  13  3 

719,214  6  6 

3  ,,  Net  Rents  of  Lands  (Old  Works  and  Elan 

Aqueduct)  ... 

2,914  10  10 

4  ,,  Net  Rents  of  Lands  (Elan  Watershed) 

403  2  2 

5  ,,  Net  Receipts  on  Fishing 

346  16  1 

6  ,,  Transfer  Fees  ... 

14  7  6 

7  ,,  Superannuation  Scheme,  1909  : — 

Members’  Contributions 

1,493  6  2 

8  ,,  Profit  on  Hydraulic  Power  Supplies 

219  7  7 

9  ,,  Profit  (gross)  on  Testing  Fittings  and  Laving 

and  Maintenance  of  Services 

2,621  6  7 

Carried  forward 


£727,127  3  5 


Cr. 


1925 

£ 

683,174 

14,473 

2,839 

419 

12 

1,445 

450 

2,646 


£705,458 


5>r. 


F.— REVENUE 

For  the  Year  ended 


1825 

£ 

68,125 


Year  to 

31st  March,  1926. 


s.  d. 


Brought  forward 

Maintenance  of  Works,  and 
Distribution  of  Water — 
continued. 

General. 

41,650  15  To  Maintenance  and  Renewal 


£  s.  d. 
68,759  7  9 


of  Mains  and  Meters 

.  40,000  0 

0 

4,463 

16 

,,  Salaries  . 

4,845  11 

3 

3,580 

17 

,,  Waste  Inspection  ... 

4,275  19 

4 

2,012 

18 

Superannuation  Scheme 

1909  : — 

,,  Superannuation 

Allowances  ...  1,888  9  C 

387 

19 

,,  Pensions  to 

Officers  and 

Servants  ...  444  2  5 

206 

20 

,,  Optional 

Allowances...  217  13  0 

2,550  4 

o 

411 

21 

,,  Workmen’s  Compensation  . 

502  16 

3 

122,307 

99 

w  W 

,,  Rates  and  Taxes  ... 

120,725  13 

7 

365 

23 

,,  Rents,  Tithes,  Easements 
and  Wayleaves  ... 

✓ 

383  1 

11 

423 

24 

,,  Chemical  and  Bacterial 
Examination  of  Water  ... 

415  5 

10 

13,068 

25 

,,  General  Working  Expenses 
and  Wages 

15,326  2 

4 

616 

26 

,,  Health  and  Pensions 

Insurance  Acts,  1911/25 

835  0 

6 

1,324 

27 

,,  Unemployment  Insurance 
Acts,  1911/18  . 

1,428  19 

9 

20 

190,832 

28 

„  Payments  to  other  Water 
Authorities 

66  18 

9 

191,355  13  11 

£258,957 

Carried  forward 

•  •  • 

£260,115  1  8 
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ACCOUNT — continued. 
31st  March,  1926. 


Brought  forward 


Y ear  to 

3 1st  March,  1926.  1925 


£  s.  d.  £ 


727,127  3  5 


705,458 


Carried  forward 


£727,127  3  5 


£705,458 


dr 


H>r. 


F.— REVENUE 


For  the  Year  ended 


Year  ended 

1925 

31stMarch,  1926. 

£ 

£  s.  d. 

£  s.  d. 

258,957 

Brought  forward 

•  •  * 

260,116  1  8 

Management. 

27,375 

29  To  Office  Salaries 

28,245  12  3 

981 

30  ,,  Meter  State  Taking 

968  2  6 

Superannuation  Scheme, 

1909 

2,439 

31  ,,  Superannuation 

Allowances 

2,776  17  6 

14 

32  ,,  Contributions  returned  onJ 

decease  or  retirement  of 

members . 

_  _  _ 

5,599 

33  ,,  Office  and  Incidental 

Expenses 

6,298  1  11 

5,071 

34  ,,  Bank  Commission  and 

Share  of  Loans  Fund 

Management  Expenses  ... 

4,875  6  4 

1 

1,612 

35  ,,  Abatements 

1,651  10  6 

556 

30  ,,  Bad  Debts  ... 

397  6  11 

289 

37  ,,  Law&Professional  Charges 

272  7  9 

43,936 

46,484  6  8 

Miscellaneous. 

2,000 

38  ,,  Offices  at  Council  House, 

Payment  to  Gas 

Department 

2,000  0  0 

99 

39  ,,  Redemption  of  Tithes  ... 

89  8  3 

23,271 

40  ,,  Extensions  of  Service  Mains 

36,545  6  4 

33 

41  ,,  Loss  on  Fishing 

—  _  _ 

10,000 

42  ,,  Provision  for  Alteration  and  Repairs  to 

Erdington  Reservoir 

11,000  0  0 

—  — 

4  3  ,,  House  for  Resident  Engineer,  Bartley 

Reservoir  . 

700  0  0 

338,296 

356,934  1  11 

44  ,,  Balance  carried  to  Profit  and  Loss  Account 

367,162 

(G)  . 

•••  •••  ••• 

371,193  1  6 

£705,458 

£727,127  3  5 

- * 
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ACCOUNT — continued. 


(II*. 


31st  March,  1926. 


Brought  forward 


Year  ended 
31st  March,  1926, 


£  s.  d. 
727,127  3  5 


1925 


£ 


705,458 


£727,127  3  5 


£705,458 
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G  —  PROFIT  AND 

For  the  Year  ended 


H>l\ 


1925 

f 

Year 

to 

3 1st  March,  1926. 

£ 

£ 

s. 

d. 

8,396 

1  To  Balance  brought  from  last  Account 

• 

" 

432 

3 

0 

38,137 

2  „  Annuities  ... 

•  •  • 

37,147 

1 

7 

3  ,,  Interest  under  Acts  1875  and  1879 

19,229 

On  Birmingham  Corporation 

Stock  (including 

share  of  costs  of  issue)  ... 

•  •  •  • 

•  •  • 

19,044 

5 

9 

£ 

s. 

d. 

4  ,,  Interest  under  Acts 

1892,  etc. 

130,927 

On  Mortgages 

130,459 

2 

8 

118,037 

On  Birmingham  Corporation 

Stock  (including  share  of 

costs  of  issue) 

116,974 

19 

11 

248,964  - 

246,434 

2 

7 

5  ,,  Redemption  of  Debt. 

17, 128 j 

Sinking  Fund  for  Extinction 

of  Annuities 

17,598 

13 

3 

Payments  to  Corporation 

Loans  Fund  for  Redemp- 

tion  of  Stock — 

113,550 

6%  Stock 

13,957 

3 

1 

423 

5*%  do. 

435 

12 

2 

4,086 

H%  do. 

4,239 

11 

6 

21,260 

3%  do. 

21,910 

3 

10 

20,111 

2*%  do. 

20,613 

13 

6 

76,558 

78,754 

17 

4 

Sinking  Fund  for  Redemp- 

43,443 

tion  of  Mortgages  ... 

45,206 

12 

7 

ion  ftftl 

123,961 

9 

11 

14v  >  vvl 

6  ,,  Balance  carried  to  Balance 

Sheet 

•  • 

•  •  • 

482 

16 

10 

£434,727 

£427,601 

18 

8 

r 
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LOSS  ACCOUNT. 


31st  March,  1926. 


Cl\ 


1  By  Balance  of  Revenue  Account  (F) 


2  ,,  Contribution  from  Borough  Fund  and  Rate 
Account  ...  ...  •••  • 


3  ,,  Bank  Interest,  etc. 


4  „  Fire  Brigade  Committee — Interest  on  Capital 
Expenditure  on  Hydrants  ... 


5  ,,  Balance  carried  to  Balance  Sheet 


Year  to 

31st  March,  1926. 


£  s.  d. 
371,193  1  6 

55,000  0  0 

158  5  10 

1,150  11  4 


£427,501  18  8 


1925 

£ 

367,162 

65,000 

945 

1,188 

432 


£434,727 
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Dr.  H.— HYDRAULIC  POWER 


For  the  Year  ended 


Year  to 

1925 

31stMarch,  1926. 

£ 

£  s.  d. 

97 

1  To  Ground  Rent 

96  15  0 

600 

2  ,,  Rates  on  Buildings 

600  0  0 

686 

3  ,,  Salaries  and  Wages  at  Station 

675  17  3 

321 

^  t  f  3»  S  •••  •••  •••  •••  ••• 

350  6  11 

84 

5  ,,  Stores,  etc.  ... 

102  16  4 

522 

6  ,,  Water 

498  16  4 

450 

7  ,,  Balance  carried  to  Revenue  Account 

219  7  7 

£2,760 

£2,543  19  5 

8  ,,  Charges  on  Capital  Outlay,  viz.  : — 

272 

Interest  on  £8,933  2s.  3d.,  balance  outstanding 

under  Acts,  1892,  etc. 

267  19  9 

125 

Sinking  Fund  under  Acts,  1892,  etc. 

129  3  3 

53 

9  ,,  Balance,  being  profit  for  Year 

— 

£450 

£397  3  0 

- _ 

1 

Dr. 


J.— SINKING  FUND  FOR 

For  the  Year  ended 


£  s.  d. 

1  To  Balance  brought  from  last  account  ... 

18,763  13  3 

z  ,,  Purchase  of  £935  18s.  2d.  Annuities  (capitalised  at  25  years’ 

purchase),  as  per  Capital  Account  (B)  £23,397  14  2 

Less  Discounts  on  Annuities  pur- 

chased  .  ...  ...  3,985  12  9 

19,412  1  5 

£38,175  14  8 
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SUPPLY  ACCOUNT,  Cl. 

31st  March,  1926. 


Year  to 

31stMarch,  1926. 

1925 

£  s.  d. 

£ 

1  By  Charges  for  Power 

2,643  19  6 

2,760 

£2,643  19  5 

£2,760 

2  ,,  Balance  brought  for waid  ... 

219  7  7 

450 

3  ,,  Balance,  being  loss  for  Year 

177  16  5 

• 

£397  3  0 

£450 

ANNUITIES  ACCOUNT.  Cr. 

31st  March,  1926. 


£  s.  d. 

1  By  Amount  brought  from  Profit  and  Loss  Account  (G) 

17,598  13  3 

2  ,,  Balance  to  be  carried  to  next  account 

20,677  1  5 

£38,175  14  8 

i 
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3Dr.  K.— BALANCE  SHEET, 


£  s.  d. 

J  To  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

2  ,,  Capital  Account  No.  2,  as  per  Account  “  C  ” 

6,428,891  3  2 

3  ,,  Capital  Account  No.  3,  as  per  Account  “  D  " 

289,258  9  10 

4  ,,  Capital  Account  No.  4,  as  per  Account  “ 

E" 

75,000  0  0 

5  ,,  Redemption  Fund 

... 

102,767  6  3 

0  ,,  Reserve  in  respect  of  Forged  Transfers  Act,  1891 

1,500  0  0 

£  s.  d. 

7  ,,  Annuities  accrued  to  date 

9,249  6  3 

8  ,,  Interest  accrued  to  date  ... 

66,171  2  4 

9  ,,  Sundry  Creditors  : —  £  s.  d. 

On  Capital  Account  ...  607  12  4 

On  Revenue  Account  249,193  3  1 

249,700  15  6 

— 

325,121  4  0 

10  ,,  Profit  and  Loss  Account, as  per  Account  “G” 

Balance  at  Credit  thereof  ... 

482  15  10 

11  „  Treasurer  of  the  City: — 

On  Sinking  Fund  Account... 

20,677  1  6 

On  Capital  Account 

89,363  0  4 

On  Revenue  Account 

74,867  11  11 

184,797  13  8 

£9,605,668  10  6 

J.  H.  BROADLEY, 

Secretary. 


19th  May,  1926 
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31st  March,  1926.  Cl*. 


£  s.  d. 

1  By  Capital  Account  No.  1,  as  per  Account  “  B  ” 

2,097,859  18  8 

,,  Capital  Account  No.  2,  as  per  Account  “  C  "  : — 

2  On  Elan  Supply 

5,859,343  11  6 

3  On  Capitalisation  under  Section  22,  Act  1902 

191,729  5  9 

4  On  Local  Works  ... 

445,048  15  3 

5  ,,  Capital  Account  No.  3,  as  per  Account  “  D  ”  : — 

On  Works  under  the  Birmingham  (Water  and  Gas) 

Order,  1914 

275,873  9  1 

6  „  Capital  Account  No.  4,  as  per  Account  “  E  ”  : — 

On  Works  under  Birmingham  Corporation  Act,  1922... 

110,656  4  1 

7  „  Birmingham  Corporation  Loans  Fund — Portion  of  Fund 

invested  applicable  to  Redemption  of  Stock  ... 

102,757  5  3 

8  ,,  Sinking  Fund  as  per  Account  “  J  ”  : — 

Balance  at  Debit  thereof 

20,577  1  5 

9  ,,  Debtors  for  Water  Rates,  Services,  etc. 

323,708  16  3 

10  ,,  Stock  of  Iron  Pipes,  Plant,  Coal  and  General  Stores 

78,115  3  2 

• 

£9,505,668  10  5 

Examined  and  found  correct, 

HOWARD  SMITH,  THOMPSON  &  CO., 


Auditors. 
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L.—  COMPARATIVE  ANALYSIS  OF  THE  RENTALS 


1924 

1926 

Totals  for 
1925 

DOMESTIC  and  QUASI  DOMESTIC  SUPPLIES. 

£ 

£ 

£ 

Domestic — At  Landlords’  Compound  Rates 

177,658 

179,294 

Domestic — At  Occupiers’  Rates 

195,923 

202,219 

Baths 

15,243 

16,364 

Hose  Pipe  and  Garden  Taps 

2,656 

2,819 

*  Public-houses 

10,428 

10,114 

Totals  from  Domestic  Supplies 

401,908 

410,810 

UNMEASURED  TRADE  and  MISCELLANEOUS 

SUPPLIES 

Trade  Supplies 

7,457 

8,606 

Private  Fire  Appliances 

2,882 

2,978 

Lock-up  Shops,  Offices,  and  Warehouses 

30,171 

30,890 

Churches,  Chapels,  and  Schools 

1,275 

1,283 

Unmeasured  Supplies  for  Building  Purposes  ... 

2,211 

2,646 

Miscellaneous 

2,191 

1,204 

Totals  from  Unmeasured  Trade  and  Mis¬ 
cellaneous  Supplies 

46,187 

47,607 

MEASURED  SUPPLIES. 

Trade  Supplies 

196,178 

204,980 

Railways,  Street  and  Road  Watering,  etc. 

17,711 

19,778 

Totals  from  Measured  Supplies 

213,889 

224,758 

Total  of  Detailed  Supplies  ... 

661,984 

683,175 

SUPPLIES  IN  BULK  . 

13,139 

14,472 

TOTAL  RENTAL  . 

675,123 

697,647 

*  The  figures  in  this  line  refer  to  the  unmeasured  supplies  only. 
Many  Public-houses  are  supplied  by  Meter. 
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FOR  THE  YEARS  to  31st  MARCH,  1925  &  1926. 


1926 

Totals  for 

1926 

Diffe 

rence. 

Percentage. 
Increase  4- 
Decrca  ;e — 

Increase. 

Decrease. 

£ 

£ 

£ 

£ 

181,555 

2,261 

1-26  + 

210,381 

8,162 

404  + 

17,851 

1,487 

9  09  4 

3,143 

324 

11  49  + 

9,863 

251 

2-48  — 

422,793 

11,983 

2-92  + 

8,516 

90 

105  — 

3,044 

66 

2-22  -J- 

31,351 

461 

1-49  + 

1,285 

2 

•16  4- 

3,556 

910 

34-39  4- 

1,191 

13 

1-79  — 

48,943 

1,336 

2-81  4 

214,308 

9,328 

■ 

4-55  4- 

19,192 

586 

2-96  — 

233,500 

8,742 

3-89  4 

705,236 

22,061 

3-23  + 

13,979 

493 

3  41  — 

M.— ESTIMATED  AVERAGE  CON- 

YEAR  ENDED 


1919 

1920 

1921 

Total  average  consumption  per 
day  •••  •••  •••  ••• 

29-063  m.g. 

28-975  m.g. 

28-372  m.g. 

Maximum  Day  : — 

Date  •••  •••  •••  ••• 

26th  July,  1918 

16th  Aug.,  1919 

16th  Dec.,  1920 

Quantity 

36-852  m.g. 

35-541  m.g. 

34-433  m.g. 

Average  estimated  population  ir 
supply 

881,722 

921  861 

922  422 

Average  gross  consumption  pu 
head  per  day 

32-96  galls. 

31-43  galls. 

30-76  galls. 

Average  consumption  per  head  per 
day  for  Measured  Trade  Supplies, 
and  for  Railways,  Street  and 
Road  Watering,  Markets,  etc.  ... 

9-19  galls. 

8-34  galls. 

8-34  galls. 

Estimated  average  consumption 
per  head  per  day  for  Un¬ 
measured  Trade  Supplies 

3-38  galls. 

3  47  galls. 

2-50  galls. 

Net  estimated  consumption  per 
head  per  day  for  Domestic,  Fire, 
and  Waste 

20-39  galls. 

19-62  galls. 

19-92  galls. 
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SUMPTION  PER  HEAD  PER  DAY. 
31st  MARCH. 


1922 

25-357  m.g. 

1923 

24-052  m.g. 

1924 

24-927  m.g. 

1925 

25-514  m.g. 

■  r-TT.-L  T.InT 

1926 

26-775  m.g. 

19th  July,  1921 

32-902  m.g. 

31st  May,  1922 

32-347  m.g. 

12th  July,  1923 

32-694  m.g. 

15th  July,  1924 

32-226  m.g. 

12th  Jun.,  1925 

34-216  m.g. 

924,810 

933.340 

937,151 

950,900 

972,465 

27-42  galls. 

25-77  galls. 

26-60  galls. 

26-83  galls. 

27-53  galls. 

6-77  galls. 

6-80  galls 

7-63  galls. 

8-00  galls. 

8*17  galls. 

2-11  galls. 

1-91  galls. 

1-95  galls. 

1-9'j  galls. 

2-01  galls. 

13-54  galls. 

1  7-00  galls. 

17-02  galls. 

16-87  galls. 

L 

17-35  gills. 

STATEMENT  OF  DISTRIBUTION  OF  WATER. 
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It  was  moved  by  Mr.  Alderman  Martineau,  seconded,  and 
Resolved — 

27,715-  That  the  report  of  the  Water  Committee  be  approved. 


-  '  - 


- 


AV 


- 


...  .  .  .  ,*v  ...  -»r*r  *  ^  ;*-■*- jj  $  £%; 

4/-.-V  •  ■ '*  -'  *te!f 

Jgjpgpfe  U  xZtiJih 


-  * .  '.0^4  i  * 


-  >  . 


. .  "■  I  "I  •  111  I II II I  III  II 

3  01 12  111 052855 


::!il!i!»j»‘"H;!;!::::::!ii»»"?it}8:;:;i«’.i:niai' 


'•pi 


|  •  •(  ..a.c..,,: 

I  ’•••■II  llllMln  ,(). 

'••••MlSi  <.<t  n,a 


mi 


•  •Mai 


<;  • 


ala 


••Mil;! 


n 


-  T.*  ^ 


. *1!  IJlji  ••»■ 


it:: 


..  :  , 


>^v 


■H  i:. 


m  •  •<* 


y: 


v  ■ 


iiSa* 4 


' 


/  r-7t.'h\  7  Ji 


- 


4%  & 


.  ? 


c:«i: 


.  -HE* 


'  'ifelr.  -  .'.iw 


